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Le Corbusier’s recent work 
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Mural of company’s famous trademark dominates the elevator lobby 
of the Prudential Insurance Company's Plaza Building. Architects 
Walker, Smith, Smith. and Haines. Eievators by Westinghouse 
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{RT OF ARCHITECTURE 


The contribution of Le Corbusier 81 


1 23-page vier f the recent work of the man who this month will receive the 
Gold Medal of the American Institute of Architects plus a discussion of the 
three basic objectives which his work pursues: new forms and spaces, a new kind 


ew system of proportions. 


Portland’s great hall of glass 106 


The ambivalent Coliseum by Skidmore, Owings & Merrill may have been distorted 


ution, but this does not ruin its aift of soarina, luminous space—a criticism. 


Child-size school 114 


Mario Ciampi’s ] winner in Daly City. lif. S d to the people who use 


Noteworthy buildings 118 


y 1 refreshing oasis amid the showrooms of a Texas trade mart. ...A compound for 
News j i: 
atoms on the coast of Israel. ...a warehouse of great elegance on a Miami highway. 


Projects 


BUSINESS OF BUILDING 
Products 


Editorial Building resumes its upward trend 104 
{ revision of ForuM’s 161 forecast finds building construction on the upgrade. 


Abroad 


Building’s No. 1 contractor 112 
Books Behind the 


ense of cost, and a close liaiso with clients, architects, and subcontractors. 


growth of George A. Fuller Co. is a smooth kind of selling, an uncanny 


Excerpts 


Letters LT ECHNOLOGY 


he 


Aviation eyes the building industry 


Much that has been arned in makina ai rames could be used in 


REBUILDING 


A department store reborn 126 


Within a 1912 shell, Architects Ketchum § Sharp have given May-Cohen in Jack- 
sonville 50 per cent more space for the “forward content” of visable merchandise. 


Two case studies 130 


ssue published Francisco provides handsome 


pearance pene Neige Philadelphia makes way for a ne 
pages of western edition numbered 
allowed for as follow W-1-W-6 
Entered as second-class matter 
t additional mailing offices Roundup 133 
Subscription price $6.50 a year 


1961 Time Inc. All rights Public housing rebuilt for use as private apartments. ... Three ways to spur FHA- 


ed financed rebuilding. . . . Cooling comes to 18,000 stores, the Alamo, and a harem. 
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\ new design. The visible difference of the new Sheffield 
S-series joist is that both top and bottom chords are made 
of cold-rolled strip steel formed into a “hat” section, in 
stead of hot-rolled shapes. Instead of bars at bottom and 
two angles at the top, the chord member is now a one 
piece, stronger unit. In tests to destruction, the new de 
sign has met or exceeded Steel Joist Institute standards 


Open-Web 


Steel Joists 





Geared Up To Hold Down Construction Cost! 


Sheffield’s New Electronically Controlled Steel Joist 
Production Facilities Are Vast, Fast and Unsurpassed 


Now you can key your design plans to Sheffield’s new Add these advantages to design economies which 


ly designed open-web steel joists with greater assur 
ance of effecting construction economies than ever 
before. 
1. Tripled capacity in a brand new fabricating plant 
2. +-equipped for fast, precision production with the 
very latest electronically controlled cold forming 
machines 
assures a full measure of the benefits flowing 
from high productivity in volume 
affords the economies derived from dependable on 
schedule shipments to meet construction schedules 


stronger, lower deadload joists make possible and you 
come up with competitively substantial structures at 
lower cost. 


The steel that goes into Sheffield Joists is made in 
Sheffield’s own mills to specifications and under qual- 
ity controls. This enables Sheffield to make double 
sure that Sheffield joists meet Steel Joist Institute 
specifications. 

Your Sheffield distributor and nearest Sheffield office 
will co operate in making available detailing service 
on your projects 





New Joist Data Book -Free! 


10 pages of up-to-date and complete data on new Shef- 
field S-series and on Sheffield L-series joists. Contains 
properties and dimension data, load design tables, floor, 
rool and ceiling applications and accessories data, revised 
Steel Joist Institute specifications and recommended code 
of practices. For this complete working manual, write 
Sheffield Division, Armco Steel Corporation, Sheffield 
Station, Kansas City 25, Missouri. 


LS J 
ARMCO 
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Free from Reznor: Learn about this profitable use of 


duct furnaces along with other valuable information on 
make-up air in our just published handbook **What to 
Consider in Designing Make-Up Air Systems.” 
Manufacturing plants, chemical, food and material 
processors, restaurants, bakeries and dry cleaners are 
yecoming increasingly aware of the need for make-up air. 
They now realize that bringing in clean, heated replace- 


s+ 


nent air through a duct furnace can prevent undesirable 


s. 


REZNOR MANUFACTURING COMPANY 

Dept. AF-4, Mercer, Pennsylvania 

| i Send ine a copy of “What to Consider in 
| Designing Make-Up Air Systems.” 

} name 

\ | ‘AL | company 

) address 
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drafts and the infiltration of dust, dirt and fumes. 

Reznor’s handbook on make-up air is one of a new 
series of Reznor Heating Handbooks to help you solve 
commercial and industrial heating problems. For your 
copy, published by the world’s largest manufacturer of 
gas unit heaters, fill in the coupon and mail to Reznor. 
Or, for more information, call your Reznor distributor 
or nearby Reznor district office listed in the Yellow Pages 
under *‘Heaters— Unit.” 
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President pushes construction programs to offset 
recession, proposes expanded urban renewal 


To help stimulate the laggard national 
economy, President Kennedy used his 
executive powers last month to push 
three government 
construction: 


programs affecting 


> The Post Office Department was in- 
structed to step up its $270 million con- 
struction program, getting all of it 
under way within the next ten months, 
instead of the scheduled 18 months. 
About $100 million of federal funds and 
about $169 million of private funds will 
be spent for new construction or re- 
building. The private buildings will be 
erected under lease commitments from 
the post office. 

>The Federal National Mortgage 
Assn. (Fanny May) was instructed to 
advance the prices at which it both 
buys Federal Housing Administration 
and Veterans Administration mort- 
gages and resells the loans it already 
owns, thus encouraging financial insti- 
tutions to use more of their funds to 
make new 
time the 


mortgages. At the same 
Federal Home Bank 
Board announced a program to make an 
additional $1 billion of credit available 
to savings and loan associations to spur 
home building. As one Midwestern sav 
ings and loan officer commented, how- 


Loan 


ever: “We don’t need any of this extra 
credit. What we 
tions.” 


need is loan applica- 


> Housing and Home Finance Agency 
and Urban Renewal Administration 
officials were instructed to hold a series 
of regional meetings with state and 
local officials in an effort to speed up 
local renewal and redevelopment pro- 
jects. 

In rapid succession President Ken- 
nedy also sent to Congress a series of 
special messages proposing expanded 
federal programs for housing and ur- 
ban renewal, assistance for school and 
college construction, and stepped-up 
building, all of which could 
make construction hum in the years 


ahead. 


highway 


Housing and urban renewal. In this 
message the President said he favored 
creation of a Cabinet-rank Department 
of Housing and Urban Affairs. (Pre- 
viously he had called this proposed new 
Urban Af- 
fairs.) Home-building lobbyists have in- 
sisted that such a department should 
give priority to “housing.” Its revised 
title might win greater home-building 
industry support for the President, but 
was hardly likely to eliminate opposi- 
tion of the National 


agency a Department of 


Association of 
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Real Estate Boards. Vigorously opposed 
to federal spending, the Realtors’ or- 
ganization estimated that this Kennedy 
program would cost almost $5.5 billion 
dollars, including $2.5 billion for urban 
renewal grants, $1.9 billion for 100,000 
new public housing units, $240 million 
for extra subsidies for elderly occu- 
pants in public housing, and $100 mil- 
lion for loans and grants for “open 
space” acquisitions. 

The American Institute of Archi- 
tects, on the other hand, endorsed the 
Kennedy proposals as a “vital and long- 
awaited program to restore the vigor 
of America’s cities and protect the 75 
per cent of our national income which 
they produce.” A.I.A. President Philip 
Will Jr. said: “For the first time we 
see a clear recognition of our most im- 
portant domestic problem at the high- 
est level of government—and one whose 


elements are stated in the correct 


CLIMATRON WINS REYNOLDS AWARD 


For the first time since it was instituted five 
years ago the $25,000 R. S. Reynolds Memorial 
Award for a significant structure ‘‘in the cre- 
ation of which aluminum was an important 
factor’’ was won this year by a U. S. team: 
Joseph D. Murphy and Eugene J. Mackey, of 
St. Louis. Their 70-foot-high, 175-foot-dia- 
meter, aluminum and plastic Climatron in the 
Missouri Botanical Garden, said the jury, 
‘“‘was sensitively executed and strikingly ap- 
propriate for its purpose’’—displaying tropical 
plants under controlled climatic conditions. 

This year a Reynolds prize for architectural 
students was inaugurated too. First winner of 
the top $5,000 prize, divided equally between 
the student and his school, was John L. 
Dewey, of the University of Cincinnati, who 
submitted a design for a roof of interlocking 
truss panels suitable for covering bus sta- 
tions, display centers, and other limited-area 
activities that might require shelter in other- 
wise open shopping malls. 


order.’ A special committee of 12 board 
members of ACTION, chaired by former 
HHF Administrator Albert M. Cole, also 
endorsed the administration program. 
It recommended last month that Presi- 
dent Kennedy “give highest priority to 
housing and urban development,” that 
Congress authorize the President to re- 
organize existing federal agencies in 
these fields, and that “there be estab- 
lished a Cabinet post for housing and 
redevelopment.” Four members dis- 
sented from the third recommendation, 
however. They were: Robert H. Levi, 
president of the Hecht Co., Washington, 
D. C.; Elmer L. Lindseth, president of 
the Cleveland Electric Illuminating Co. ; 
Charles K. Rieger, vice president of 
General Electric Co.; and James W. 
Cook, vice president of American Tele- 
phone & Telegraph Co. 

School and college aid. The Presi- 


continued on page 7 








SEA(liGHT, Premoulded fflembrane 
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e The Methodist Country House, Wilmington, Delaware. 
Architects: Dollar, Bonner, Blake and Manning, Wil- 
mington, Delaware. 
emp 
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e West Penn Power Company, Connellsville, Pa. Archi- 
tects: Hoffman and Crumpton, Pittsburgh, Pa. 


e Federal Low Rent Public Housing Project, Elberton, Ga. 
Architect: James M. Hunt, A.I.A., Elberton, Ga. 


.. . Wherever good design 
practices call for the modern, 
efficient method of 
eliminating moisture 
migration into the structure 


Good Housekeeping 


3 “ay 
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if all the ““PM”’ sold to date were laid end to end 
it would cover a path from Elgin, Illinois, to 
Sydney, Australia, over 9000 miles away. 
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e Harris Trust and Savings Bank, Chicago, e Northwestern Bell Telephone Company, 
Ill. Architects: Skidmore, Owings and Mer- 
rill, Chicago, Ill. 


Des Moines, Iowa. Architects: Tinsley, 
Higgins, Lighter and Lyon, Des Moines, 
Iowa. 
The effective function of a structure and almost all the products used 
within is dependent on the elimination of moisture migration into the 
structure. Dampness, condensation, paint and insulation failures, ete. 
can be eliminated if the structure is isolated from the site by a true 
vapor seal—**Premoulded Membrane,” “PM” is waterproof; offers 
a water-vapor transmission rating of only .0066 grains per hour per 
square foot; will not rupture or tear during normal installation han- 
dling, trundling of wheelbarrows, and pouring of aggregates; may be 
installed directly over tamped grade or fill; provides a monolithic 
vapor seal without voids or open seams. ““PM’’ will provide complete 
moisture protection for the lifetime of the structure. Protect your 
structure and business reputation by using the best vapor seal 
available—““*PM.” 

Write for camnlete information: Request your free 


copy of o sign Techniques Manual” and Cat- 
alog No. 104 


PRODUCTS 
FOR BETTER 
CONSTRUCTION 


W. R. MEADOWS, INC. 


6 KIMBALL STREET 
ELGIN, ILLINOIS 


SEE OUR CATALOG IN SWEETS 9/Me 








dent’s various recommendations for 
federal aid for education carried a total 
price tag of $5.6 billion. He proposed 
$2.3 billion in grants to states for ele- 
mentary and schools that 
could be used for either construction or 
teachers’ salaries; 


secondary 


a $577 million col- 
lege scholarship program; $1.5 billion 
for loans to build academic 
buildings, and expansion to $1.2 billion 
of the existing college housing construc- 
tion loan program. These proposals 
stirred up the greatest controversy the 
Kennedy administration has faced to 
date, because the aid they would pro- 
vide would not be available to parochial 
Although Cardinal Spellman 

nation’s Roman Catholic 
bishops insisted parochial institutions 
should qualify for this assistance on the 
same basis as public schools, President 
Kennedy took the position that this 
would be unconstitutional. No early re- 
solution of this conflict is in sight and, 
unless it is resolved, the administra- 
tion may not be able to obtain the en- 
actment of any education aid measure. 

Federal highway program, The Presi- 
dent said the nation’s $37 billion inter- 
state superhighway program would fall 
five years behind its 1972 completion 
date unless it obtains an additional 
$900 million a year. To obtain this he 
proposed an increase in taxes on heavy 
trucks, Diesel oil, tires, and tubes, and 
cancelation of a scheduled one-cent-a- 
gallon reduction in the federal tax on 
gasoline. Of special interest to planners 
and city officials, he also stressed the 
importance of integrating highway and 
urban redevelopment programs and 
proposed that displaced by 
federal construction receive 
federal relocation payments from high- 
way program funds comparable to those 
paid to families displaced from urban 
renewal areas. 


college 


schools. 
and the 


families 
highway 


In his special messages to Congress 
the President gave only broad outlines 
of the various programs he proposed. 
Only when specific bills are introduced, 
worked over in committee, and finally 
enacted, will it become clear just how 
much federal assistance will be given 
to cities and highways. 


Chain of 30 domes planned 
to show building products 


Plans for a 30-city network of build- 
ing-product display and marketing 
service centers, each in a large alumi- 
num geodesic-dome “Showcase,” were 
announced last month by Mrs. Mildred 
E. Puddington, of Birmingham, Mich., 
originator and president of the venture 
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BUILDING PRODUCTS DISPLAY DOME 


and the retired head of a multimillion- 
dollar plastics company. The R. C. 
Mahon Co., of Detroit and Torrance, 
Calif., will fabricate and erect all 30 
structures under license from Kaiser 
Aluminum & Chemical Co., licensee 
of R. Buckminster Fuller. Total costs, 
including equipment and typical 10-acre 
sites, will exceed $22.5 million, or an 
average of $750,000 each. 

The first Showcase, which also will 
house the headquarters of Showcase, 
Inc., the development and management 
organization, and Showdome, Inc., a 
separate corporation to handle the con- 
struction, licensing, and leasing ar- 
rangements, will be started in Detroit 
this summer. It is scheduled to be 
opened next January, and if everything 
goes on schedule there will be another 
opened every three weeks until the 
entire chain is completed late in 1963. 

Building industry professionals and 
the consumer public will both be served 
through the Showcase system. Accord- 
ing to Mrs. Puddington, who has been 
working on the project for almost four 
years, “Showcase will collate and cen- 
tralize the primary marketing efforts 
for products and services in industrial, 
commercial, and residential building. It 
will offer permanent product-exhibit 
space, a brand new film service on 
building products, informational serv- 
ices, market research and related pro- 
motional services on a year-round and 
nationwide integrated basis.” Showcase 
personnel will neither sell nor attempt 
to influence sales, but will answer prod- 
uct questions, provide literature, dem- 
onstrate equipment, forward “leads,” 
and answer the questions of both pro- 
fessionals and the public on where 
specific products can be purchased. Co- 
operating manufacturers will be able 
to advertise nationally that their prod- 
ucts may be seen at any “Showcase.” 

One of the most important Showcase 
features will be a new building-product 
film-information service using color mi- 
crofilm, high-speed, easy-selection view- 
ers and equipment for immediate black- 
and-white reproduction of any detail 
drawings, specifications or other infor- 
mation in each installation’s indexed 
building-products film library. 

Each stressed-skin Showcase dome 


will be 64 feet high, have a diameter 
of 210 feet, and contain about 35,000 
square feet of floor area. In addition 
to about 460 product display areas of 
20 square feet each and about 120 12- 
square-foot sliding-panel displays, it 
will have several general-purpose rooms 
and areas suitable for conferences, 
sales meetings, and public gatherings 
(available free for nonprofit events). 

Don Muntz of Mason, Muntz & Asso- 
ciates, Los Angeles architects and engi- 
neers for the structures, says the geo- 
desic dome was adopted because it is 
easily built, it is suitable for exhibit 
needs, and, as “an architectural form 
it lends itself for use as a national 
promotional symbol.” 


One out of 18 New Yorkers 
a public housing tenant 


One person out of every 18 in New 
York City now lives in public housing, 
and, when all of its currently approved 
projects are completed, the city will 
be the landlord for almost one out of 
every 14 citizens. 

This revealing estimate of the pro- 
portion of New Yorkers who now live 
in City Housing Authority buildings— 
not counting occupants of other pub- 
licly subsidized housing that receives 
the benefit of tax abatement or low- 
interest public loans—is derived from 
a report of the City Planning Commis- 
sion recording the 25th anniversary of 
the start of the city’s public housing 
program. This program now provides 
“almost 110,000 apartments for about 
430,000 persons, a population greater 
than Newark’s,” says the Planning 
Commission report. The units under 
construction or approved total 38,520, 
or more than one-third of the existing 
units. Relating these figures to the 
city’s 1960 population of 7.8 million, 
and allowing for a population of no 
more than 8 million by the time all 
approved projects have been completed 
(between 1950 and 1960 the city ac- 
tually lost 110,000 population), 5.5 per 
cent of all New Yorkers now live in 
city-owned apartments, and projects 
now under construction or approved 
will boost this to 7.1 per cent. 

The growing scale of public housing 
in New York City is also revealed in 
the 1960 annual report of the New 
York City Housing Authority. It shows 
that assets exceed $1.5 billion, includ- 
ing an increase of more than $105 
million during 1960, an average ad- 
vance of more than $2 million a week. 
Excluding working cash and other inci- 


continued on page 9 





Architects find “quality of manufacture” 
is real key to lowest maintenance 


Most people agree that aluminum is the 
ideal material for windows — it cannot 
rust, will not warp, swell or stick, and 
never needs costly painting. Experience, 
however, shows if lowest maintenance 
costs are to be realized, the design of the 
window itself and the care exercised in 


its manufacture are equally important. 


To protect architects, contractors and 
building owners against unsatisfactory 
windows, the Aluminum Window 
Manufacturers Assn. has established 
quality specifications that carefully spell 
out the requirements for good quality 
windows in terms of the metal alloy 
used, wall thicknesses, strength of sec 
tions, size limitations, hardware, protec- 


tive coatings, as well as performance 


Jack Yates Senior High School, Houston, Texas * Architects: Herbert Voelcker 8 


P - 
i & 


MEMBERS: Adams Engineering Co., Inc., Ojus, Fla 


Shreveport, La.; Amco Aluminum Corp., Philadelphia, Pa 
Pa.; Ceco Steel Products Corp., Chicago, IIl.; Crossly Window Corp., Miami, Fla.; Dunaway Manufacturing Co 
Mfg., Co., Philadelphia, Pa.; Kesko Products Co., Bristol, 
S. H. Pomeroy Co., Stamford, Conn.; Porterfield Industries 
inc etroit, Mich.; The F. C. Russell Co., Columbiana, Ohio; Southwest Aluminum Products, Inc., Dallas, Texas 


Republic Stee! Corp 


tests for air infiltration, deflection and 
other physical load tests. 


These standards are the result of many 
years of hard and diligent work. They 
reflect the thinking of thousands ol 
architects and contractors, as well as 
quality-concerned manufacturers. They 
are not theoretical, maximum stand 
ards, but practical and workable mint- 
mum standards. 


If you want to make sure your clients 


enjoy all the benefits that good quality 
aluminum windows have to offer, specify 
windows that carry the AW MA Quality- 
Approved seal. It’s positive proof of full 
compliance with these quality stand- 
ards. For a copy of latest AWMA win- 
dow specifications, together with the 
names of AWMA manufacturers and 
the types of windows they produce, write 
to Dept. F-614, Aluminum Window 
Manutacturers Association, 630 Third 
Avenue, New York 17, N. Y. 





QUALITY APPROVED 


ALUMINUM WINDOW 








TYPE: SERIES 
SIZE TESTED CERT. NO. 


MANUFACTURERS NAME 


CITY AND STATE 








& 


Albritton Engineering Corp., Bryan, Texas; American Duralite 
Arnold Altex Aluminum Co., Miami, Fla.; 


The William Bayley Co 
Longview, 


Loudon, Tenn.; American Metal Window Co., Inc., 


Springfield, Ohio; Capito! Products Corp., Mechanicsburg, 
Texas; Fenestra Inc 
Ind.; Likit Windows, Inc., Hayward, Calif.; Mayfair Industries, Inc., Lafayette, La 
Inc., Miami, Fla.; Porter-Lite Products Corp., Houston, Texas; Reynolds Metals Co., Richmond, Va.; Rogers Industries, 


Stanley Building Specialties, North Miami, Fla.; Truscon Division, 
Youngstown, Ohio; Valley Metal Products Co., Plainwell, Mich.; Weather-Tite Mfg. Corp., Baltimore, Md.; Windalume Corp., Kenvil, N. J.; Wisco Inc., Detroit, Mich 


, Philadelphia, Pa.; Michael Flynn 
Miami Window Corp., Miami, Fla 





dentals, its land and buildings on De- 
cember 31 were valued at almost $1.4 
billion, which represented development 
costs of $1.5 billion, less amortization. 
In round figures the authority’s income 
was $85 million a year, expenses and 
debt service were $119 million, leaving 
a deficit of $34 million a year—not 
counting real estate taxes the city 
sacrificed. Including land and commer- 
cial facilities at some projects, but ex- 
cluding projects in construction, the 
agency’s $1.5 billion of assets averaged 
roughly $13,600 for each of its 110,000 


existing units. 


Eleven developers bid for 


California beach project 


Santa Monica got a wealth of propos- 
als last month from developers eager 
to purchase its 36-acre beach-front 
Ocean Park redevelopment property a 
half-hour drive from downtown Los 
Angeles. Eleven different offers ranged 
all the way from the aggregate upset 
price of $5.8 million to a high of $9.9 
million on a 50-year rental plan cover- 
ing one portion of the tract that would 
then revert to the city 

This part-purchase and _ part-lease 
bid, from Kern County Land Co. and 
Del E. Webb Corp., and the two highest 
conventional offers, $8.3 million by 
Deane Associates, of Van Nuys, Calif., 
and $7.5 million by Dworman Asso 
ciates, or New York, were also unusual 
for another reason All three would 
exceed the City’s land acquisition and 
improvement costs and would eliminate 
the need for any federal Title I grant 
for the project 

Architects for several developers dis 
played imagination in conquering a 
large public parking area between the 
project’s apartment buildings and most 
of its one-third of a mile beach-front. 
The most unusual in this respect was a 
design by William L. Pereira for the 
Western Urban Renewal Corp., repre- 
senting New York Developer James H. 
Scheuer. Pereira’s scheme (see photo) 
would create three “man-made _ high- 
lands,” under which would be three 
seven-level garages that would be cov- 
ered with irregular clusters of apart- 
ments designed to resemble Italian 
Riviera cliff houses. However, the bid 
submitted by this group was far down 
the list: $5.5 million 

The local Redevelopment Agency’s 
plans for evaluating the various propos- 
als are flexible, and Executive Director 
Russell F. Priebe believes it will be 
able to select the winning developer on 


continued on page 11 
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DWORMAN’S SLABS ON A CURVE BY KELLY & GRUZEN AND ROBERT ALEXANDER 


HERBERT BRUCE 


DEANE ASSOCIATES PROPOSAL BY DANIEL, MANN, JOHNSON & MENDENHALL 
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WESTERN URBAN RENEWAL’S SCHEME BY WILLIAM L, PEREIRA & ASSOCIATES 
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Whatever your approach to architectural beauty .. . 


a 


| 


THERE'S A MODERN STEEL TO MAKE THE MOST OF IT 


The beauty of modern steel is twofold: beauty that 7s and the 
beauty that does. The strength and durability are still there, 
but now you can achieve and maintain almost any visual effect 
you want as well. Result: a value-to-dollar ratio that’s more 
inviting than ever. Case in point: the products of Weirton 
Steel Company. 


TAKE WEIRZIN, FOR INSTANCE—an electrolytically 
zinc-coated steel with excellent corrosion resistance and, when 
chemically treated, superb paintability. Weirzin fabricates 
easily and economically —right up to the limits of its steel base— 
with no chipping or peeling. Result: enduring handsomeness 
plus a minimum of maintenance for such applications as base- 
board heating panels, acoustical ceiling tile and light fixtures. 
OR TAKE WEIRKOTE particularly for applications which 
require its zine coating for corrosion resistance (roof decking 
and siding, for instance) and low maintenance costs (ductwork, 
ventilator fans, etc.). Weirkote galvanized steel fabricates 


WEIRTON STEEL 


Weirton, West Virginia 


economically without flaking or peeling. And steel’s low expan- 
sion/contraction rate gives Weirkote a vital edge over lighter 
metals—namely, an edge that stays put at the seams. (Weirkote 
is also available from National Steel’s Midwest Steel division — 
Portage, Indiana. 


OR PRE-PAINTED OR VINYL-COATED WEIRTON 
STEELS—Factory pre-painted Weirkote and Weirzin or hot- 
rolled and cold-rolled steel are available from National Steel’s 
Enamelstrip Corporation, Allentown, Pennsylvania (for wall 
partitions, siding, decorative paneling, etc.). Pre-painting offers 
you built-in economy, controlled quality and any shade you 
choose. Vinyl coating can be ordered in almost any texture and 
color. Fabricating qualities: excellent. 


TAKE MODERN STEEL—particularly in any of the Weirton 
forms mentioned above. For full details, write Weirton Steel 
Company, Weirton, West Virginia. 


Weirton Steel is a division of NATIONAL STEEL CORPORATION 





a combined basis of design merit and 
land price without repeating the archi- 
tectural “competition”—land-price mix- 
up that bedeviled the Golden Gateway 
project in San Francisco last 
(ForuM, Aug. ’60 et seq.). 
such trouble, 
refrained 


year 
To avoid 
Priebe has deliberately 
from making architectural 
merit a formal or predominantly con- 
trolling factor in the selection of a 
developer. The agency will not have an 
review board rate the 
plans. Instead the developers’ proposals 
will be studied by a 100-member Citi- 
Committee, of which 
seven members happen to be architects. 
Each committee member will “review 
all proposals as to their social and phys- 
ical qualities,” but will not give them 
any precise numerical rating. Priebe 
will receive their reports by May 15, 
and in the interim will receive an analy- 
sis by the Federal Housing Adminis- 
tration of the economic feasibility of 


architectural 


zens Progress 


each proposal, its estimated construc- 
tion cost, rents, and profits, etc., and a 
report from the Housing and Home 
Finance Agency on land disposition 
factors. Coordinating all these reports, 
Priebe will make his narrative but 
nonrated recommendations to the Re- 
development Agency commissioners on 
May 17, and, if the present schedule 
holds, they will name the winning de- 
veloper on June 7. 


In addition to those already mentioned, thi 
following developers and architects are par 
ticipating in the competition: Braemar Asso 
ciates with Architects Ladd & Kelsey; Diller 
Kalsman, Osias Construction Corp. with Mil 
ton Schwartz & Associates; Samuel Firks 
with Vernon Duckett; Heftler Construction 
Co., Wallace Properties, Inc., and Centex 
Construction Co. with Maynard Lyndon and 
Jones & Emmons; Perini-Santa Monica Asso 
ciates with DeMars & Reay, Charles Eames 
and Pietro Belluschi; Reynolds Aluminum 
Service Corp. with Victor Gruen & Asso- 
Santa Monica Developers with Adrian 
Wilson & Associates. 


ciliates; 





Seven buildings win A.L.A. 
First Honor Awards 


From a total of 270 submissions an 
all-architect jury selected seven build- 
ings to receive the 1961 First Honor 
Awards of the American Institute of 
Architects, including two by Philip 
Johnson. The jury said this year’s 
prize buildings “went far beyond mere 
competence and achieved true signifi- 
cance.” 

Morris Ketchum, of New York, was 
chairman of the 1961 jury. Serving 
with him were Fred Bassetti, of 
Seattle; Richard D. Butterfield, West 
Hartford, Conn.; Arthur Q. Davis, New 
Orleans; and William L. 
Angeles. Their selections: 


Pereira, Los 


FIRST HONOR AWARDS 

U. 8. Embassy, New Delhi, India, by Edward 
Durell Stone (Forum, Jan. ’59). 

Fernando Rivera Elementary School, Daly 
City, Calif., by Mario J. Ciampi and Paul 
Reiter, associate architect (page 114). 
Shrine, New Harmony, Ind., by Philip John- 
son (Forum, Sept. '60 

Reynolds Metals Regional Sales Office Build 
ing, Detroit, Mich., by 
(Forum, Nov. ’59). 
Nuclear Reactor, Rehovot, Israel, by Philip 
Johnson (page 120). 

Pepsi-Cola World Headquarters, New York, 
by Skidmore, Owings & Merrill (Forum, 
March ’60). 

Summer House for Mr. and Mrs. Alan 
Schwartz, Northville, Mich., by Birkerts & 
Straub. 


Minoru Yamasaki 


AWARDS OF MERIT 
Ivory Tower Restaurant, Santa Monica, 
Calif., by Richard Dorman & Associates. 
Denver Hilton Hotel, by I. M. Pei & Asso 
ciates (Forum, Aug. ’60). 

Marin Bay Display Pavilion, San Rafael, 
Calif., by Bay Group Associates: Daniel H. 
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Bushnell, Lun Chan, Ichiro Sasaki and Ca 
miel Van De Weghe. 

Office and Warehouse for The Coppertone 
Corp., Miami, Fla., by Weed-Jolnson-Asso 
ciates (page 118). 

Dr. Henry G. Simon Residence, New Orleans, 
by Charles R. Colbert. 

Chapel, Moline Public Hospital, Moline, IIl., 
by Henry Hill. 

Office Building for Cambridge Investments, 
Inc., Long Beach, Calif., by Killingswortl 
Brady Smith & Associates (Forum, Jan. ’61 
Unitarian Church, Concord, N. H., by Hugl 
Stubbins & Associates. 

Crown Zellerbach Building, San Francisco, by 
Hertzka & Knowles, and Skidmore, Owings 
& Merrill, Forum, 
April *60). 

Lincoln Commons Building, Lake Erie Col 
lege, Painesville, Ohio, by Victor Christ-Janer 
& Associates (Forum, Dec. ’60). 

Willow Creek Apartments, Palo Alto, Calif., 
by John Carl Warnecke & Associates. 


associated architects 


Briefs 


Late schedule change wil! result in the 
convocation to honor Le Corbusier, in 
the Four Great Makers 
Columbia University School of Archi- 
tecture, being held on April 26, instead 
of April 24, as listed in thousands of 


programs already distributed. The pro- | 
gram originally scheduled for the 26th 


will be held on the 24th. 
Under an overpass of the Seattle Free- 
way the nation will soon have its first 


atomic fallout shelter incorporated into | 


a highway project. Anderson-Bjornstad- 


Kane, Seattle consulting engineers, have | 
been retained to design a prototype | 


shelter for 200 persons that will cost 
about $60,000. Construction funds will 
be provided by the federal Office of 
Civil and Defense Mobilization. 


series of | 


People 


Talented 
chapter of the 


members ot the Philadelphia 
Institute of 


Architects have been entertaining arehi- 


American 


tects all across the nation to lure them 
to the national A.I.A. convention there 
April 23-28. More than 30 chapters have 
been viewing a novel convention-promot- 
ing movie written, acted, photographed, 
produced, and distributed by the Quaker 
City architect-thespians. In the ultimate 
of compliments, have 
asked the Philadelphians for advice on 


several chapters 
how to produce similar silver-sereen dra 
mas to promote local architectural sub- 
jects to civie groups. 


LAWRENCE 8s. WILLIAMS, IN« 


PERFORMERS PRICE (L) AND BOULWARI 

The seript for the Philadelphia film, 
prepared by a committee headed by Vin- 
cent G. Kling, tells the improbable story 
of how an out-of-town architect, played 
by Lyle Boulware (see photo), will be wel 
comed at the Philadelphia convention, and 
then follows him on a tour of noteworthy 
buildings and historie places. Along the 
way he meets many of the city’s best- 
known architects, including Louis Kahn, 
Oskar Stonorov, Charles Peterson, J. Roy 
Carroll, Alfred Bendiner, John Harbeson, 
Morton Keast, Edmund N. Bacon (and 
Conductor Eugene Ormandy, promoting 
the convention’s special concert by the 
Philadelphia Orchestra). For some sus 
penseful Hitcheock-type comedy relief, 
Beryl Price, chairman for the host chap 
ter’s hospitality efforts, appears in a sue 
cession of roles as airplane mechanie, taxi 
driver, hotel doorman (see photo), short- 
order chef, watchman, musician, Japanese 
houseboy, and finally as a corpse. Archi- 
tect-cameraman: Louis de Moll. Architect- 
narrator: George Qualls. 





TOP PUBLIC HOUSING POST FILLED 


A vigorous, articulate woman of 56 with 
waving gray hair—and an expert on 
housing for the elderly—was appointed 
last month by President Kennedy as the 
new Commissioner for the federal Public 
Housing Administration, the highest post 

continued on page 16 
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New Lett, QM sound systems 
give you great design freedom in planning 


PLACES OF ASSEMBLY 


Sel 


‘i 
| 
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3. Permit split or 


room functions. 
1. Broaden capabilities of large 


rooms—with sound. 


Today's institutional activities — and the 
economies of space use —demand a 
broad range of service from public as- 
sembly rooms and buildings. 

A civic auditorium, for example, must 
accommodate meetings, broadcasts, mu- 
sical and theatrical events, ceremonies, 


expositions, etc. A gymnasium may be 


iicdlingh <deimetie saiieed ekliaeieanid Gal 2. Control sound from best 


Ol. 
theater-in-the-round . . . community fo- audience vantage. 


rum exhibition area. 


Control of sound levels and balance de- 


A sound system capable of handling pends on sc 


ds on some person's subjective judg- 


such diverse functions can be provided ment. This person should be situated 


with surprising economy—if it offers where his hearing corresponds truly to 


enough flexibility of input, coverage and that of the audience, to insure full cov- 
control. 


without excessive volume. In an 


Executone’s unique zero-level design, , for example, controls tradi- whe lated s are f 2 joined by 


with transistorized controls, accepts any ally located backstage or in pro- sound alone. In planning a church sys 


combination of close or widely sepa- jection boot 


hs may now be brought un- em, for example, you may wish to offer 
rated inputs—mikes, record players, tape btrusively into the audience. A rear 


US rear our clients the use of an area for over- 


ks, movie projectors, radio or TV tun- olumn or wall can accommodate a flow congregations . . . sound distribu- 
nd telephone line sources. An ompact, flush-mounted Executone mix- tion to selected classrooms and Brides’ 





or Mothers’ rooms 


els and sanctuaries 


. to and from chap- 


Executone ims 
a 


thro 


SOUND and COMMUNICATION SYSTEMS 


congregation—as explained in (2), above 
ures maintenance of proper volume 


balance. 


5. Link separated 
functions with intercom. 


available through single-source specifi- 

Matched electronic characteris- 
tics are essential for clear, life-like repro- 
duction. System planning minimizes the 
architect's aesthetic problems, too. The 
compactness and smart detailing of 





Executone components... the wide 

choice of units and unobtrusive mount- 

ngs flexibility of placement . all 
ribute to good appearance. 

he broad line of reproducers meets 

| acoustic demands of any in- 

-level coverage is available 

Je selection of multiple ceil- 

a ey ee . high-level coverage 

2fully designed theater type 

6. Apply system planning to systen 

acoustics, aesthetics and With an integrated Executone system, 

performance. you also have the assurance of full in- 

stallation responsibility, and on-the-spot 

maintenance for any contingency — by 

actory-trained technicians. There are no 

field assemblies. Each system is manufac- 

tured and tested—in its entirety—at the 

| Executone factory. All units are engi- 

to stringent transportation termi- 

r operation 24 hours a 

Jays a year. Every component 


ed by the factory for a full 


Use the coupon below for compiete 


ncluding wiring plans and speci- 
ons on Executone sound systems for 


f assembly 


Executone, Inc., Dept. A-8 
415 Lexington Avenue, New York 17, N. Y. 
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In Canada: 331 Bartlett Avenue, Toronto 

















The earth shifted just after this shopping center was completed. Serious cracking 
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Owner: (left) Stanley J. Harte, President, Harte Haven, Inc. General Contractor & Developer: (center) Edward J. DeBartolo, 
President, Youngstown Industrial Development Corp. Steel Fabricator: (right) Stanley Macomber, Macomber, Inc. 
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of the facade was threatened. Fortunately, its strong backbone of steel permitted 
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Stan Harte might call his $4,000,000 Harte Haven Shopping Center in Massena, N.Y. 
“All we had to do was make spandrel adjustments,” Harte says, “which would have 
been impossible with other types of construction. Also, steel allowed us to use a fast, 
locking design that eliminated field bolting and riveting. Steel cut our installation 


time 25%.” 400 tons of USS Structural Steel did the trick. Fast delivery of Struciural 


Steel can be secured from United States Steel. 


USS is a registered trademark 


United States Steel Corporation, Pittsburgh - Columbia-Geneva Steel, San Francisco - Tennessee Coal & Iron, 
Fairfield, Alabama + United States Steel Supply, Steel Service Centers - United States Steel Export Company 


United States Steel 
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WATER COOLERS 
FIT SNUG 
TO THE WALL 





ARCHITECTURAL EFFICIENCY... 
Plumbing connections concealed with- 
in cooler cabinet. Saves floor space. 
Minimizes cleaning. 

BEAUTIFUL STYLING . Smart 
‘“‘WF’’ models by Temprite offer 
sculptured styling at its best. 
STAINLESS STEEL TOP...Smoothly 
contoured, polished stainless steel. 
Extra-deep basin; anti-splash design. 


CONSULT YELLOW PAGES UNDER “WATER COOLERS’, OR WRITE 
TEMPRITE PRODUCTS CORPORATION 
BOX 72K, BIRMINGHAM, MICHIGAN 
Rush me details on Temprite Drinking Water Coolers. 

Name 

Cc mpany 
Address 
City 


in the tederal housing agencies ever oceu- 
pied by a woman. 

Washington-born Mrs. Marie McGuire, 
once a journalism major in the Capital’s 
George Washington University, has lived 
in the Southwest for the past 32 years, 
the last 19 of them actively engaged in 
operating local public housing programs. 
In 1942 she joined the Houston Housing 
Authority as a project manager, and was 
soon appointed assistant executive direc- 
tor; since 1949 she has been executive 
director of the San Antonio Housing Au- 
thority, which now shelters some 21,000 
5,154 apartments in 1,042 
buildings. Recently Mrs. MeGuire has won 


persons in 


national fame for her role in developing 


San <Antonio’s Victoria Plaza project, 


more popularly known as the “Golden 


Age Housing Center,” a high-rise apart- 
ment and related facilities designed espe 
cially tor the aged. Architect Thomas B. 
Thompson devoted three years to studying 
the housing needs of the aged before 
starting actual designs for this project. 
Largely as a result of this projeet’s sue- 
cess, Mrs. MeGuire was selected to make 
the keynote speech for the housing ses- 
sions at the recent White House Confer 


enee on Aging. 


ARCHITECTS AND THE ARTS 
Among the nine new members to be in- 
dueted into the National Institute of Arts 
and Letters next month, raising its mem- 
bership to 246 out of a maximum of 250, 
will be Mies van der Rohe, Painter and 
Muralist George Biddle, and Seulptor 
Jacques Lipchitz, the last two the creators 
of works in many public buildings. The 
Institute’s 1961 Brunner Award, $1,000 


given to “an American architect who has 


made a contribution to architecture as an 
art,” will be presented to I. M. Pei. END 


ARCHITECTURAL ForuM is published monthly by 
Time Inc., Time & Life Building, Rockefeller Cen- 
ter, New York 20, N. Y. 

SUBSCRIPTION SERVICE: Address all subscriptions and 
correspondence concerning them to: ARCHITECTURAL 
ForuM Subscription Dept., 540 N. Michigan Ave., 
Chicago 11, Ill. Subscription rates: in U.S., U.S. 
Possessions and Canada, one year $6.50; elsewhere, 
one year, $10. Single copies, if available, $1. 

CHANGE OF AppRESS: Four weeks is required for 
change of address. When ordering a change please 
name magazine and furnish a label from a recent 
wrapper. If no label is available please state as 
exactly as possible the address to which magazine 
has been sent. Changes cannot be made without 
old as well as new address. 

EDITORIAL CORRESPONDENCE should be addressed to 
ARCHITECTURAL ForuM, Time & Life Building, 
Rockefeller Center, New York 20, N. Y. Forum 
will not be responsible for unsolicited manuscripts 
or illustrations submitted, and it will not return 
such material unless accompanied by postage. 

ADVERTISING CORRESPONDENCE should be addressed 
to the advertising director, ARCHITECTURAL ForuM, 
Time & Life Building, Rockefeller Center, New 
York 20, N. Y. 

Time Inc. also publishes Time, Lire, FORTUNE, 
Sports ILLUSTRATED, and House & Home. Chairman 
of the Board, Andrew Heiskell; Chairman, Execu- 
tive Committee, Roy E. Larsen; Chairman, Finance 
Committee, Charles L. Stillman; President, James 
A. Linen; Executive Vice President and Treasurer, 
D. W. Brumbaugh; Senior Vice President, Howard 
Black; Vice President and Secretary, Bernard 
Barnes; Vice Presidents, Edgar R. Baker, Clay 
Buckhout, Arnold W. Carlson, Allen Grover, C, D. 
Jackson, Arthur R. Murphy, Ralph D. Paine, Jr., 
P. I. Prentice, Weston C. Pullen, Jr.: Comptroller 
and Assistant Secretary, John F. Harvey; Assistant 
Treasurer, W G. Davis; Assistant Comptroller and 
Assistant Secretary, Charles L. Gleason, Jr. 





R-W FOLDING 
PARTITIONS 


od 
e Four-Way R-W Folding Partitions, 
Janesville, Wisconsin Senior High 
School. Architects: Law, Law, Potter and 
Nystrom, 


Walls in the Netherland 
Ohio. 


e R-W Folding Partitions of a special sound 
retarding design in a Chicago TV Studio. 


FOR THE SUCCESSFUL 
FULFILLMENT OF YOUR 
DESIGN CONCEPT 


Modern, movable interior room di- 
viders provide an interesting and 
economically practical method for 
architects to design flexible room 
arrangements to meet a variety of 
needs. However, too often the excel- 
lent design concept falls apart in 
actual application because of the in- 
stallation of partitions that will divide 
space but do not eliminate sound inter- 
ference between areas. R-W Folding 
Partitions, the result of years of re- 
search, engineering development and 
practical know-how, offer quality con- 
struction, trouble-free operation, 
rugged strength and excellent sound 
retarding qualities. Available in a 
type and size to meet your exact de- 
sign requirements. 


| GET THE FACTS 
REQUEST CATALOGS 600, 
601 AND 602, 





Richards-Wilcox 


MANUFACTURING COMPANY 
“FOLDING PARTITION DIVISION” 
110 THIRD STREET » AURORA, ILLINOIS 
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UNITED CALIFORNIA BANK, LOS ANGELES, CALIFORNIA 


Architect: Claude Bellman and Associates, 7421 Beverly Blud., Los Angeles, California 
Mechanical contractor: Air Conditioning Company, Inc., 6265 San Fernando Road, Glendale, California 


Only the 
thermostat 
on the wall 
senses 
temperature 
the way 


people do 


The famous Honeywell Round is so sensitive, 
it reacts to changes in temperature before peo- 
ple do—so accurate it calls for just the right 
amount of heating or cooling needed to main- 
tain the temperature selected. Conveniently 
located on the wall, it is also easier to read 


and adjust when necessary 


Whatever your temperature control needs, 
Honeywell can satisfy them best, because on/) 
Honeywell manufactures all three types of 
control systems— pneumatic, electric and elec- 
tronic. For complete information, call your 
nearest Honeywell office. Or write Honeywell, 


Minneapolis 8, Minnesota 


Honeywell 
yy) tit ie 


ses 


HONEYWELL INTERNATIONAL 

Sales and service offices in all principal cities of the 
world.Manufacturingin the United States, United 
Kingdom, Canada, Netherlands, Germany, France, Japan. 
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From Armstrong: a giant step in fire-retardant ceilings 


Now, for department stores: two types 


of Acoustical Fire Guard—12” x 12” tiles 


and new lay-in units 


FW he larger ceiling area of the department store 
on the left has the new Acoustical Fire Guard 
lay-in ceiling. The smaller first floor ceiling, which 
you see just below the mezzanine, is of Acoustical 
Fire Guard tile 
Introduced by Armstrong two years ago, this was 
the first time-design-rated acoustical tile. Since 
then, millions of square feet of these tiles have been 
installed. 
The new lay-in system marks another great ad- 
vance in fire-retardant ceilings, with these advan- 


tages to architects, builders, and clients. 


Safety with Speed and Economy 
The Armstrong Acoustical Fire Guard lay-in ceiling 
features a unique type of suspension. With this 
suspension system, the advantages of an exposed 
grid system—economy and fast installation—are com- 
bined with the advantages of a time-design-rated 
acoustical ceiling. Here’s how tl av-in units work 
with the specially designed Fire Guard Grid Sus- 
pension System* to protect the structural compo- 


nents of a building. 


Revolutionary Expandable Grid 
The lay-in unit — because of its composition — can 
withstand exposure to flames and 2,000-degree heat 
The new grid system designed exclusively to sup- 
port these units will resist this same intense heat by 
accommodating the expansion of its members when 


exposed to fire, thus holding the lay-in units firmly 


in place. This suspension system is the first to be 


combined with a lay-in ceiling unit to offer rated fire 


protection. Both the lay-in unit and the grid system 
carry the U.L. label. 

The Fire Guard lay-in ceiling system has been 
given a beam protection rating of three hours by the 
Underwriters’ Laboratories, Inc. Floor-ceiling as- 
semblies combining it with bar joist and slab, as well 
as with beam and steel floor construction, earned 
two-hour ratings. In areas which require more pro 
tection, Acoustical Fire Guard tile can be used. It 
has U.L. ratings of up to four hours. 


Costs Less than Ordinary 

Fire-Protective Ceilings 
In many cases, the new lay-in ceiling will cost even 
less than ordinary plaster ceilings on metal lath 
And like Acoustical Fire Guard tile, the new lav-in 
ceiling can save builders up to two months’ construc- 
tion time. There’s no waiting for wet work to dry. 
This makes it ideal for remodeling jobs. Installa- 


tion can be done during or after store hours. 


In Popular Designs and Sizes 
The Acoustical Fire Guard lay-in ceiling is now 
available in both the Classic and Fissured designs. 
There are two nominal sizes: 24” x 24” x 58” and 24” 
x 48” x 56”, 

For more information about either Acoustical Fire 
Guard tile or lay-in units, call your Armstrong Acous- 
tical Contractor (he’s in the Yellow Pages unde1 
“Acoustical Ceilings”) or your nearest Armstrong 
District Office. Or write to Armstrong Cork Com- 
pany, 4204 Rooney Street, Lancaster, Pennsylvania. 


Patent pending 


Armstrong ACOUSTICAL CEILINGS 


First in fire-retardant acoustical ceilings 


Architectural design and 
rendering by Helmut Jacoby 


April 1961 
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Famous Doors of History 

The bronze door of the main portal of the Cathedral of Troia 
Italy. A classic example of mediaeval art and craftsmanship. 
Details reveal influence of Rome and Byzantium art forms. 
Created by Oderisius of Benevento in 1119. 





Door-making at Roddis is as much 
an art as it isa science. To be sure, 
we utilize advanced research fa- 
cilities, electronic quality controls, 
automated production lines. But, at 
Roddis, we think there’s more to 
a fine door than that. 

It’s what we call the “‘Roddis 
way with wood.’ An enthusiasm 
for wood and its potential, an in- 
stinctive sense for beautiful grain- 
ings and, above all, a tradition of 
woodworking craftsmanship that 
has developed through over half a 
century of experience. 

This unique wedding of art and 
science has helped make Roddis 
one of the most respected names in 
doors among America’s architects. 
Their trust is expressed in the re- 
sult of a recent independent survey 
which reveals: architects prefer 
Roddis Doors 2 to 1 over the next 





leading brand. 

For technical details, see Sweet’s, 
or write to us direct for our new, 
comprehensive catalog. 


Roddis now offers the most complete line of flush veneer 
doors in the country. Solid core, hollow core, institutional, 
sound-retardant, plastic-faced, X-ray and Fire Doors. 


Available primed-and-sealed or custom-prefinished 


Weyerhaeuser Company 
Roddis Division 
Marshfield, Wisconsin 








PC Glass Blocks... 
cathedral echoes to impart a theme 


Glass and color in a load-bearing wall—one that 
echoes the great cathedrals with a modern, almost 
Mondrian overtone. This was the wall design created 
by Architects Briggs & Yurchison, AIA, to im- 
part a unifying theme throughout the Holy Angels 
Convent and Home, Rochester, N.Y. 


The key design materials: 6’ square PC Color 
Glass Blocks artfully combined with sections of ordi- 
nary 8” x 8” flue tile. Each block was mortared 
into a tile section with the block face recessed 2” 
from the face of the tile. Finished units were then 
mortared together to form a fully load-bearing wall. 

Here, once more, Pittsburgh Corning’s stimulat- 
ing architectural forms in glass have provided 
thoughtful architects with an exciting new approach 
to wall design. You may study all of these forms in 
the colorful new PC Glass Block and Sculptured 
Module catalog. For a free copy, write Pittsburgh 
Corning Corporation, Dept. E-41, One Gateway 
Center, Pittsburgh 22, Pa. 

PC Color Glass Blocks and Sculptured Modules 
available only on architects’ spec ifications. 
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RALPH R. CALDER & ASSOCIATES 
Detroit, Michigan 


s Intramural Pool, 


MICHIGAN STATE UNIVERSITY 
Lansing, Michigan 


For built-in value, nothing b 


ana 


Architects 


eats 


Although the beauty you can add 


permanence of ceramic tile are well known, 
extra value at no extra cost when you specify Romany *Spartan for use in and around 
the 


pool, shower and locker rooms, 


Due to its extreme hardness and low absorption factor, Romany*Spartan tile is 


impervious to body oils. Colors are unaffected by ever-present purification chemicals 
never become discolored. 


lifetime 


dingy or This assures less frequent cleaning ... lowest 


maintenance cost. There’s the extra safety, too, of unglazed Romany* Spartan 


ceramic mosaics with added abrasive for use on normally slippery areas. 


From a design standpoint, there are no limitations. With the broadest line of colors, 


shapes, sizes, finishes, both glazed and unglazed, Romany* Spartan satisfy every 


g can 


decorative requirement. Your nearby distributor or sales representative can provide 


information, samples and, if you wish, design help. Or write United States Ceramic Tile 
Dept. AF-18 Ohio, 


Company, Canton 2. 


Tile Contractor 


UNITED STATES CERAMIC TILE COMPANY 











GRAND RAPIDS TILE & MOSAIC 
Grand Rapids, Michigan 


Plate No. 2000 


ceramic tile 


Description of tile: Tank lining, tank edging, 
lane and depth markers are unglazed Romany* 
Spartan Dresden ceramic mosaics, 1” x 1”. 
Runway is the same with abrasive added for 


extra safety, Wainscot is of 4%" x 4%” 


Romany*Spartan glazed wall tile. 







ROMANY 























Certified* to shut out sounds 
other partitions let through 





New! Steel-Walled Modernfold Partition "240" 


@ First in sound reduction . . . first in heavy-duty design. *Sound Reduction Ae 
The greater the weight, density and rigidity . . . the 125 4000 cps av = 
better a wall shuts out sound. That’s why Modernfoid 354 4000 cps av “us - 
designed the new Soundmaster 240 with twin walls of (Industry Standard) 36.4 
24-gauge steel panels . . . and why this new partition Acoustic steel 543” wide uses | steel, 2%” wide uses 
leads the industry by a full five decibels in sound reduc- Panels wt. 1 Ib. ‘sq. ft. cardboard | wt. % Ib./sq. ft. cardboard 
tion. This sound superiority is unfailing, because Sealer Strips 8 8 4 4 
Modernfold custom trims all eight horizontal edge seals Foam-Lined 
on the job. Each partition fits its opening exactly —up Jamb-Seal - — 
to 25’0” high and any width. 

In addition, no other partition matches Modernfold 
heavy-duty construction . . . the massive steel and fabric : 

; : coe Best Fabric Weight— 2. p 45 oz. per 18 oz. per 27 oz. per 

strength that pays you a dividend of longer, trouble-free Outside Covering Only lin. yd lin. yd 
service. With no maintenance cost. But compare the atten Seemann 
facts for yourself. The chart at the right shows con- Hinge Plate Depth 
struction and sound ratings (in decibels) for the best 
model offered by each of the four largest partition man- 
ufacturers. Just look: 





Air Release no 


Pull-in Latch ) yes no 


(vertical) 








NEW CASTLE PRODUCTS, INC. 
Dept. A141, New Castle, Ind 
f 
NEW CASTLE PRODUCTS. INC. Gentlemen : Please send full information on Soundmaster 240. 


NEW CASTLE, IND. NAME 


raalelel-jaaliel(e| 1 FIRM 


ADDRESS 
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Trane Unit Ventilators 
with space-saving design 
... Now available 
with air conditioning! 


Units have modern, “built-in” appearance, save 
classroom space, meet all climate requirements 


When a group of school architects saw the first 
models of these new TRANE Unit Ventilators, 
they said, ‘““Most advanced design in the in- 
dustry... best-looking, most compact units...” 

These modern TRANE Unit Ventilators are 
more compact than any others. They save 
space along the wall, can provide a wider aisle. 
Attractively styled, TRANE Unit Ventilators 
complement modern school design and decor. 
Matching trim blends the components together 
to form a single, continuous unit. The top sur- 
face is covered with a patterned hard-top ma- 


terial that enhances appearance, resists wear. 

And now the TRANE Unit Ventilator system 
is available with complete, year-around air 
conditioning. Chilled water source for air con- 
ditioning may be included when the system is 
installed—or easily added later. The same 
space-saving cabinet is used for all types of 
systems: hot water, steam, chilled water or 
electric heating. 

For complete facts on the new TRANE Unit 
Ventilators, call your nearby TRANE Sales 
Office; or write TRANE, La Crosse, Wisconsin. 





TRANE Unit Ventilators 
provide these 
important features 
for the 
modern classroom 





e Space-saving design. Most compact units in the industry pro- 


vide more usable classroom space. All 28” and 32” high conventional 
units are 11°,” deep. 28” high Kinetic Barrier air conditioning units 
are 147%" deep. 


Modern appearance. Matching trim blends components together 
to form a continuous unit. Attractive shelving provides built-in storage 
and cabinet space. 


Versatility. TRANE Unit Ventilators provide just the type of system 
needed. Five basic types to meet the requirements of any school, any 
climate. Same space-saving cabinet used for all types. 


Exclusive Kinetic Barrier Action. Provides continuous powered 
ventilation and heating or cooling from room-wide outlets. Eliminates 
window downdrafts, sleepy corners . . . provides an ideal climate for 
learning all day long! 


For any air condition, turn to 


TRANE 


MANUFACTURING ENGINEERS OF AIR 
CONDITIONING, HEATING AND VENTILATING 
EQUIPMENT FOR THE MODERN SCHOOL 


MPANY LACR tw . RANTON MF WV RANTONR Pa ARK 


ANE COMPANY OF CANADA mite TORONT 





Trane Unit Ventilators 
save valuable floor space 


The new TRANE Unit Ventilator is 
21°, thinner than other makes of 
heating units . . . 29°; thinner than 
other makes of heating-air condition- 
ing units. (Other makes of units are 
as much as 163,” deep.) Same space- 
saving cabinet design is used for all 
systems— water, steam, electricity. 





Americas finest 
Tlucreseent | 
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Recessed Slendex solves tough ceiling problems 
in low ceilings . . . in minimum cavities. Recessed 
only 136". . . so shallow it handles like tile 
Surface-mounted Slendex is only 3" deep overall 
. ideal for low ceiling installations. Simplify 

your next project with Smithcraft Slendex 

One foot wide for two lamps: 

two feet wide for four lamps 


Slendex, as well as all Smithcraft fluorescent 
lighting equipment, may be leased under the 
Smithcraft LEASE-LIGHT* Plan to conserve capita 
while enjoying the benefits of good lighting 


*Registered Mark Smithcraft Corporation 


Smithcraft Lighting CHELSEA 50, MASSACHUSETTS 


SPECIFY SMITHCRAFT UNITS FOR EVERY LIGHTING APPLICATION 


OFFICES Smithcraft LARGE SCHOOLS — Smithcraft CHELSEA STORES — Smithcraft SONOLUME 


ELEMENT Pre-assembled modular 
units for high-level, comfortable 
illumination of any’ area, in any 
pattern. 


Tops them all for crisp, clean good 
looks, cool low brightness and 
fast, easy installation. More fix- 
ture for your money! 


CEILING SYSTEM High-level il- 
lumination, plus effective sound 
absorption. Just 7” deep — 
adapts to any ceiling plan. 


INDUSTRY — Smithcraft POWER- 
GROOVE INDUSTRIAL Up to 242 
times higher lighting levels at a 
lower cost per footcandle. PV 
series provides 25% uplighting. 








consider a PORMIca’ wall 
with snap-on moldings 


Formica surfaced interiors pay their own way in 
any area of heavy human traffic. One of the count- 
less ways to install this versatile material in a 
handsome wall area makes use of aluminum 
snap-on moldings. 


The details of the technique as shown in the new 
Sahara Motor Hotel, Cleveland, Ohio, are available 
on request. 


Formica illustrated: Rosewood 69-BR-68 « Architect: Norman N. Giller Associates ¢ Interior: Marvin Markowitz « Installer: ) & E Fabricating Company 























Designers of the world’s truly smart interiors have 
created a reservoir of esthetic treatments of this 
famous material. Formica application engineers back 
you up with solid how-to-do-it information. 

Together you and we make an unbeatable combina- 


tion. Let’s get together more often. Send today for 
helpful Formica ideas. 


FORMICA CORPORATION 


Subsidiary of Cyanamid 


Department W-1, Cincinnati 32, Ohio 
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General Electric Built-In Air Conditioners fit in perfectly with the striking 


Two air conditioners 


exterior of the new Royal Manor hotel in Waikiki Beach 


are behind each of the specially designed grilles 


Inside, the decorator baffle is painted to blend 
with guestroom décor. It also can be papered, 


panelled or covered with a picture or mirror 


Vacationists demand air-conditioning... even at Waikiki 


General Electric Built-In Room Units cool 
Hawaii's new Sheraton-Royal Manor Hotel 


The only true built-in room air conditioner with a 


‘“‘We chose General Electric Built-In Thinlines because 
they're so easy to install,” says Richard Holtzman, 
General Manager of Sheraton Hotels in Hawaii. “The 
concrete walls were poured around the cases during 


construction. Units were tnstalled later. 


“Room units are most practical for us. Each guest 
can control his own comfort, and we don’t have to pay 
to cool rooms not being used. And with the decorator 
baffle on Thin/ines, our rooms are as attractive inside 
as Waikiki is cutside.” 


Progress /s Our Most Important Product 


GENERAL @® ELECTRIC 


decorator baffle is the General Electric Thin/ine. 
16.000 


BT U’s*. There’s one for almost every air conditioning 


Choose from 13 Thinlines—from 5,300 to 
need .. . every wiring and installation problem. Ask 
your General Electric Representative about the Golden 
Value Line of the 60°s. General Electric Company, 
Room Air Conditioner Department, Appliance Park, 
Louisville 1, Kentucky. 


*Cooling capacities are tested and rated in compliance with NEMA 
Standard CN 1-1960, and are stated in terms of British Thermal Units 


% 
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PRC Toplite teaches a great new lesson in lighting control. The 
prismatic, hollow, evacuated glass blocks assure satin-soft natural 
light that illuminates virtually every inch of working space with- 
out apparent shadow. These scientifically engineered prisms reject For complete technical and distributor information on 
the direct, harsh light of high summer sun but accept the indirect PRC Toplite, please direct saine rlbaoes, sega to Products 

Research Company, Toplite Division, 2919 Empire 
rays of low winter sun. Avenue, Burbank, California. 


PRODUCTS RESEARCH COMPANY 


Distributors in all principal cities 


PR222 





simplities plumbing 
in big addition to 
Childrens Hospital, 
Pittsburgh 


MAKING A SOLDER JOINT on an 8-inch copper soil and waste line 
— the largest size used in the drainage system. Solder-joint con- 
nections are one of the important reasons why copper tube 
systems are so much easier and faster to install. 


OME 70,000 pounds of Anaconda copper tube were used 
S in the sanitary drainage system, hot- and cold-water 
Jin S. OXY Fe hn, Vale uum. and compressed-air lines ot the ad- 
dition to Children’s Hospital in Pittsburgh. 

Copper plumbing provides the advantages of easier, faster 
installation, with additional economies in design and con- 
struction made possible by the lighter weight of copper 
tubes and the trim, space-saving, solder-joint fittings. 
Equally important, however, are the long-range benefits. 
Copper tube systems last longer, require less maintenance 
than systems of other materials. 


Everyone benefits with all-copper plumbing. Architects have 
greater freedom in design to locate bathrooms and utilities 
where desired without sacrificing useful space. Contractors 
report that installation time has been reduced up to one-half 
— and their men preter working with copper tube. Owners 
get plumbing that lasts — costs little to maintain. 


TELL RRLRAAARRDRRDARRA Litter tt 


LDS ID RS RRRDER RB RERE ODIO RD RR 


ARCHITECT'S RENDERING of Children’s Hospital Addition (fore- 
sround) at Pittsburgh. Architect: Alfred D. Reid Associates, 
Pittsburgh. Consulting Engineer: |. A. Murray, Pittsburgh. 
Plumbing Contractor: Sauer, Inc., Pittsburgh. 


TESTING A VALVE on the hot-water supply system. Other copper 
tube lines in view are part of the sanitary drainage system, rang- 
ing in size from 1's inches to 4 inches. Because connections are 


easily made, even in tight quarters, the lines can hug the ce iling. 


Anaconda Copper Tubes are available in all standard wall 
thicknesses—Types K, L, M, and DWV (Copper Drainage 
Tube through plumbing wholesalers. There’s a full line 
of Anaconda wrought and cast solder-joint fittings. For more 
information on ALL-COPPER plumbing, write: 
Anaconda American Brass Company, Waterbury 
20, Conn. In Canada: Anaconda American Brass 
Ltd., New Toronto, Ont. 


809 L 


COPPER TUBES AND FITTINGS 


Available through Plumbing Wholesalers 
ANACONDA AMERICAN BRASS COMPANY 
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In nature and in the new Forecast Series by Mills the combination of simple elements creates 
unlimited design possibilities. Forecast frees the designer to develop a unique movable wall 


system for every client. Write for details. THE NEW FORECAST SERIES BY MAI L_L USS 
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Mills Company - 948 Wayside Road + Cleveland 10, Ohio 





To an architect 
working overtime on 


~ 


Forty-nine manufacturers now support atwo-year-old certification program 


which relieves you of many problems in specifying unitary equipment. 


These manufacturers assume the responsibility of rating all equipment 


in standard Btu per hour—instead of the confusing “horsepower.” 


Qualified air-conditioning equipment is now 
under the Air-Conditioning & Refrigeration 
Institute program. Uniform rating and performance 
standards are thereby assured. 

Satisfactory operating performance is also assured, 
since all certified equipment must function satisfac- 
torily under maximum operating conditions, resist ice 


certified 


formation, provide adequate insulation and conden- 
sate disposal. Certified equipment is subject to random 
selection from field stocks by the Institute. An inde- 
pendent laboratory subjects this equipment to intensive 
testing and verification under adverse conditions. Any 
model which fails to deliver rated capacity, or fails to 
withstand this severe testing, must be brought up to 
standard or be withdrawn from production. 


If you want adequate protection, you need only 
include in your specifications: 


am as of January 1, 1961: 


. air-conditioning equipment to be supplied and 
installed under these specifications shall be certified 
under the Air-Conditioning & Refrigeration Institute 
Certification Program, as complying in all requirements 
with ARI Standard 210-58, or ARI Standard 250-58.” 

Names of participating manufacturers and their 
unit lines are available upon request without charge 
from Department N-411. 


AIR-CONDITIONING AND 


REFRIGERATION INSTITUTE 
1346 Connecticut Ave, N. W. 
Washington 6, D.C. 


**Unitary” air conditioners included in this program: all packaged 
air conditioners, whether single units or two-piece units (called 
“split” systems), up to 135,000 Btuh in capacity, but not including 
room air conditioners. ARI Standard 210-58 for electrically-driven 
equipment; ARI Standard 250-58 for heat-operated equipment. 


son Company e Amana 
a Air Conditioning Cor- 
Company 
rigeration Divisio urtis 
& Sattler, Division of Utility 
nternational Metal Products 
1 r Control Prod- 
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THE NEW AND RADICALLY DIFFERENT 


BUILDING EXTERIOR SYSTEM FROM KAWNEER 



































Core...complete building 


Kawneer’s new Core System 
is a complete building exterior sys- 
tem in itself, applicable to new or old, 
single or multi-story construction. 
Unlike present day systems, it is 
amazingly simple. The basic idea of the Core 
System is this: any needed member can be 
made by joining the system’s components. 
There are only 14 basic components in the 
system which can be combined to make 36 
different members. 






































The components are joined like this 


Joining the components locks them together. The lock- 
ing device—the Core-Coupler (brown)—holds the com- 
ponents so firmly that in tests, the Core-Coupler 
remained intact beyond the point where extruded alumi- 
num components failed. 








The architect can detail the entire building exterior Easily integrated Narrow Line 
from the detail tracing sheets. members enable you to make 
right angles easily. 


LP 


Face and gutter assemblies 


Design flexibility is built in. Three face depths 
act as sash and division bars. 


can be combined with three basic gutter depths, 
and with veneer, transition and 1” glazing 
members. 


There are no delivery delays. Core compo- 
nents are in stock. The day after the contractor 
decides on the Kawneer dealer, work on the 
building exterior can begin. 


Transition member joins ve- 
neer to store front. 





The Kawneer dealer can do the entire job rather 
than just the store front, because the Core 
System is capable of it. 





Standard terminator enables 
you to stop without detail 
problems. 





The glass dealer's men don’t need any draw- 
ings other than the architect's details to erect 
the system. 


The dealer's men can do the job in at least 10% 
less time because the system is so simple... 
Simple adapter integrates ve ; 
a conservative figure based on dealers’ reports 
Kawneer Sealair windows - : 
of test installations. 
into the system. : 

















The system can be built “right off the truck,”’ 
because all components are stock components, 


Special components accept and can easily be field fabricated. 


insulating glass and 1” insu- 
lating panels. Adapter allows 
combinations of 1” panels and 
%," glass. 





If the building is being remodeled, there is less 
interruption of the businesses therein, because 
of the speed with which the Core System can 
be erected. If it is new construction, occupancy 
is faster. 














Head and sill adapters and 
jamb adapters integrate 
Zourite and other facing ma- 
terials into the store front. 


All in all, we believe you will find Kawneer’s new Core 
System extremely useful on a variety of jobs. For 
more information, send the coupon on the back page. 


from a single, simple system 


No special shapes are needed. All you need are 
included in the system. 


No complex joinery is needed to fit in Kawneer | 
i ieiaceeatitdteaameialae 


other Kawneer building exterior components. 
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A few simple adapters integrate them into MILES, MicHIGaN J 
> 

the sy stem. . . x35 ate eae cee 

Chat’s the Core System; simple, versatile . . . 

a ct te building exterior system in itself. 

- »mplete van _ y tem in it elf Kawneer materials available outside the U.S. through: 


To make the advantages of the system easy Kawneer International Limited e Kawneer de Mexico S.A. de 


C.V., Apartado 73 Naucalpan de Juarez, Estado de Mexico, 
to see, we have related them to a hypothetical Mexico ¢ Kawneer Company Canada Ltd., Toronto, Ontario, 


‘ ‘ ° ° 1460 Don Mills Road, Don Mills, Ontario. 
building situation, shown above. 
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this 
simple 
adapter 


which 
fits in 
like this 















































integrates Kawneer Sealair windows into the Core System 


So simple. So easy. And it 
doesn’t matter which type of 
Kawneer Sealair window you Cece. S| 
want to use... the adapter 

integrates all of those shown 
at the right into the Core Sys- 


tem. Of course you can use I 7S 
Kawneer Sealair windows in 

‘ a 
any other type of construction, 
too. So feel free. PROJECTED TOP HINGED CLASSROOM CASEMENT 








LL 














For complete Core System information, have your nice secretary mail coupon 


KAWNEER COMPANY, Box !CS, 1105 Front Street, Niles, Michigan 


Gentlemen: Name 


Please send me complete 
information about 
Kawneer’s new and radically Title 

different Core Building Exterior 

System immediately. City Zone 


Firm 
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...the practical approach 
to air conditioning 








Pkgd. Chillers 1%-250 tons 


Room Conditioners 200-600 cfm 


Cooling Towers 3-120 tons 


Pkgd. Air Conditioners 3-60 tons 


Evap. Condensers 10-110 tons 


Air Handlers 665-47,000 cfm 


Architectural Forum / April 1961 


Architect: Albert W. Kahl, San Mateo, California 


Compact... Efficient... 


Trouble-free 


“What, in your opinion, are the out- 
standing attributes of Acme-system air 
conditioning equipment.” This question, 
asked of the men responsible for specify- 
ing, installing and maintaining the Acme 
comfort conditioning system in the 
Lassen Memorial Hospital, Susanville, 
California, resulted in these replies .. . 

R. H. Charles, Charles and Braun, 
Consulting Engineers, San Francisco... 
‘““We specified Acme on this project 
because we consider it quality equip- 
ment. In addition, small size was essen- 
tial to fit all the equipment into the 
allotted space.” 

A. H. Brown, Brown Sheet Metal, 
mechanical contractors, Oakdale 
““We have found Acme equipment to be 
the most compact available . . . provides 
trouble-free performance, too.” 


J. D. Preston, hospital maintenance 
engineer ... “I am more than pleased 
with the operation of our Acme system 
—both in its beating and cooling effici- 
ency and its low maintenance cost.” 

These men ...each one a well-qualified 
expert in his field on the subject of air 
conditioning... are so/d on Acme. Their 
reasons why, important io them from a 
professionai standpert, are equally im- 
portant to building owners as well. 

Small size and light weight reduce 
floor space, floor loading, headroom 
requirements, to lower building costs, 
cut installation expenses. High efficiency, 
low maintenance, trouble-free perform- 
ance add up to big savings in operating 
costs. Yes, owners are also sold on 
Acme... you will be, too. 


INDUSTRIES, INC. 


JACKSON, MICHIGAN e GREENVILLE, ALABAMA 


FACTURERS OF QUALITY AIR CONDITIONING 


REFRIGERATION EQUIPMENT SINCE 1919 








Major breakthrough in chemistry and wood 


WITHSTANDS SMUDGING AND WEAR. Even in the heaviest traffic 
schools, hospitals, and other public buildings, dirt and 


abrasion that would permanently mar paint and other wood 


{ 
areas O1 


finishes leave no impression on Permagard-surfaced Doors and 


Paneling. The Permagard surface is far more abrasion-resist- 


ant than even the best high pressure laminate’s—at least four 


times re, by standard laboratory tests. Permagard-surfaced 


wood works cle a - and can be sawed, drilled, and nailec 


vith ordinary woodworking tools. 





RESISTS SCUFFING AND STAINING. In commercial interiors. . 


as restaurants, theaters, stores, and hotels . 


. such 
: cooking fumes, 
tobacco smoke, food stains—even shoe polish—won't discolor 
Permagard Paneling and Doors. The satin-smooth Permagard 
surface provides a protective, nonporous barrier between the 
wood and dirt, spills, and smudges. A gentle wiping with a 
damp sponge 1s usually all that is needed to Wipe them away. 
Stubborn dirt can be removed with standard chemical or 


abrasive cleaners without harming the surface. 








GIVES FREEDOM FROM REDECORATING. From the busiest 
corridors, lobbies, and lounges to private offices and 
conference rooms, office building interiors that have 
Permagard Paneling and Doors by Weldwood stay 
beautiful under all normal conditions, in all climates. 
Hot, cold, humid, dry, and even rapidly changing 
weather do not affect the native beauty and color of this 


luxuri mus re al wood In the event of severe abuse, the 


technology announced by United States Plywood 


WELDWOOD 
PERMAGARD 


PANELING AND DOORS 
add unprecedented beauty 
and wear resistance to 
the surface of fine wood 


What does “Permagard” mean? It is the trademark 
for a totally new type of Weldwood factory-sur- 
faced hardwood paneling and doors that have been 
sheathed at the factory with a thin, tough, invisible 
armor of new plastic resin film. This film is virtu- 
ally fused to the wood’s fibers to preserve its native 
beauty and protect it from scratches, stains, mois- 
ture, and extreme climatic changes. 

In addition to providing superb wearing quali- 
ties, Weldwood Permagard Paneling and Doors 
yield important savings in installation and mainte- 
nance. The Permagard protective film is applied 
with a unique roll laminating technique that re- 
duces to a simple operation the steps that normally 
require prolonged staging in standard four-coat, 
conversion-type, on-the-job finishes. The result is 
that United States Plywood can supply Weldwood 
Permagard Paneling and Doors at prices com- 
petitive with ordinary finishes. 

The future design opportunities that Weldwood 
Permagard-surfaced wood promises to architects 
and decorators are virtually limitless. For a free 
sample and literature on Permagard Paneling and 
Doors by Weldwood, mail the coupon. 


PERMAGARD’ 


paneling and doors made only by 


WELDWOOD 


United States Plywood 
55 West 44th Street, New York 36, N. Y. 


Please send me free samples o ermaaard Panelina 


with descriptive tect al é iggested specifica 
tions for Permagard Panelir nd rs by Weldwood 
Name 


Firm 





35 YEARS LATER, AND AGAIN 
NEW YORK LIFE INSURANCE CQO. 


See <TS GENERAL BRONZE 


...for its new 
home office building 


b Rs 

















1961 
New Office Building, New York, N. Y. 
Architects: Carson & Lundin 


Contractor: Turner Construction Co. 


There’s no better endorsement of a product or service than to have it repeatedly 
specified by satisfied architects and owners. 


In 1926, the renowned architect, Cass Gilbert, designed a new Home Office 
Building for the New York Life Insurance Co. and specified Permatite windows 
“by General Bronze.” Now, 35 years later, the New York Life plans a new, 
modern curtain wall building to house its ever expanding operations and, once 
again, “General Bronze” has been specified. This time by the architects, 
Carson & Lundin. 


Reflecting the modern trend in architectural design, the new building will 
feature a glass and aluminum grid curtain wall system set in 21 ft. bays between 
full height stone piers. Horizontal mullions of dark gray anodized finish give 
emphasis to the staggered vertical mullions which are finished in natural color 
anodized aluminum. All details were designed to permit setting the glass in pre- 
moulded channels with pressure glazing stops. Aluminum track guides for 
window cleaning equipment are designed into the jambs. 


As the country’s foremost producer of curtain walls, windows and architectural 
metalwork in either aluminum, bronze or stainless steel, General Bronze is 
anxious and ready to serve you, too. Call us in on your next job. Our Catalogs 
are filed in Sweet’s. 


PERMATITE DIVISION —Windows, Curtain Walls, Architectural Metal Work. 


GENERAL BRONZE — ‘ssnereion tt’ srr tro tna 


STEEL WELDMENTS, INC. DIVISION— Custom fabrication in Steel and Iron. 
CORPORATION + GARDEN CITY, N.Y. GB ELECTRONICS DIVISION — Telemetry and Tracking Antenna Systems. 
SALES OFFICE: 100 PARK AVE., NEW YORK 17, N.Y. 
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Left: Gray and white serpentine te 
Port Morris Tile & Terrazz 
Skidmore, Owings & Merrill, New York 


Bag: ds. j 
a 
_ l 
“~T— —1, 


vitz & Harris, New York. Terrazzo Contractor: 
ds Libbey ne ect Ford Glass Company Bullding, Toledo. Architects: 
tle; Port Morris Tile & Terrazzo, Inc., New York. 


rrazzo plaza at Time & Life Building, New York. Architects: Ha n & Abramo 


New York. Right: 47,328 square feet of terrazzo surro 
Terrazzo Contractors: American Mosaic & Tile C 


TERRAZZO 


goes out of doors to create plazas that surround a building with 
light, space and color. Any design, any color combination can be specified. A 
terrazzo plaza enhances a building, adds prestige, provides a safe walkway 
surface. Upkeep is negligible. When planning terrazzo plazas, consider 
ATLAS WHITE portland cement. Only a white cement matrix brings out the 


true color value of aggregates and pigments. For a brochure of terrazzo 
color samples with white cement, write Uni 

niversal Atlas Cement 
Universal Atlas, 100 Park Avenue, 


Division of 
New York 17, New York. United States Steel 


Sn fications 
>pecitications. 





FINE PLUMBING FIXTURES 


ELJER 


NOW—EVEN THE ELJER TRADEMARK IS NEW—to match the NEWEST line of 
bathroom fixtures in the industry. The staff of famous designer Dave Chapman went all out 
—put fresh, imaginative ideas in every fixture, every fitting. Sparked-up styling. Beautiful 
pastel colors. Bathroom planning with real sales appeal. You can’t miss when you specify 
Eljer. So look for this new symbol of excellence in distinctively modern fixtures and fittings 


of unmatched quality and unique value. Eljer Co., Three Gateway Center, Pittsburgh 22, Pa. 
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installed quickly and easily 

















Light and bright inside, yet no glare . . . thanks to Thinlite 


Only Thinlite curtain wall gives design freedom 
plus daylight control...with weather-tight permanence 


ry. 
| HINLITE OFFERS the architect an almost 


infinite variety of design possibilities for 
any building being planned. In modular 


units, Thinlite panels are readily available 


in solid colors or with individual color tiles 


positioned in each panel according to your 


specifications. 


In addition to the design freedom which 
Thinlite offers, you are assured of maxi- 
mum daylight control, for “solar-selecting” 
Thinlite tiles cut glare and radiant heat, 
while directing diffused daylight to 
interior areas. 


And, important in curtain wall construc- 


THINLITE CURTAIN WALL 


AN (i) PRODUCT 


tion, Thinlite is weather-tight due to its 
Neoprene gasketing system. Thinlite re- 
quires little maintenance, provides a per- 
manent, beautiful exterior surface. 

For your free brochure about Thinlite, 
just write to Kimble Glass, subsidiary of 
Owens-Illinois, Toledo 1, Ohio. 


Owens-ILLINOoIS 


GENERAL OFFICES + TOLEDO 1, OHIO 


unigue floor beauty that won't “walk off”... 


Re. Lua BUM Sesi0 


Now, a vinyl asbestos floor tile with distinctive color 
chip styling that won’t wear away under heavy, 
concentrated traffic. The chip pattern is distributed at 
every level through the full thickness of the tile. 


Vina-Lux 800 Series costs no more than ordinary vinyl 


The Vina-Lux 800 Series can be specified for installa- 
tion over concrete — even below grade, or over wood 
subfloors. In 12 fashion-coordinated colors; 9”x 9” 
size; 4”, 35” and +,” gauges. See Sweet’s Catalog 
or write for samples, color charts and complete 


asbestos tile... yet delivers so much more value. architectural specifications — no obligation, of course. 


a 


AZROCK FLOOR PROD Uc 2's 


Specialists in the manufacture of vinyl asbestos tile and asphalt tile flooring 
UVALDE ROCK ASPHALT COMPANY: 


DivVinbQnpio sm 


502A FROST BANK BUILDING ¢ SAN ANTONIO, TEXAS 





A-3304 


$ 6.50 


The first all-dome school, 
by Caudill, Rowlett & Scott 


[] 3 years for $12.00 
2 years for $ 9.50 


[] 1 year for 
C] check enclosed 


a | 


Building design that meets the 
specific needs of the elderly 








Preview of Brazilia’s 


Title or position 


radically new airport 


s to U.S.A., Possessions and Canada only. Eleewhere: one year for 


A real revolution in concrete, 
designing “from the top down” 














, detach and mail card today » 


Name of firm 


Home or office address = 
Type of business 


These rates apply 





$6.00 


How To Determine The Potential 
For Housing In Your Market 


2 years for $8.00 


1 year for 
check enclosed 
bill me 


New Ways To Design And Build More 
Long-Term Value Into Houses 


O 


How the Best Merchandisers Are 
Capitalizing On Quality To 
Double Their Scales 


Title or position 


° FHA, VA And Conventional 
Mortgage Quotations 

















To subscribe, detach and mail card today > 





Name of firm 
These rates apply to subscriptions to U.S.A., Possessions and Canada only. Elsewhere: one year for 


$9.50, two years for $15.00. 


Street address 
Type of business 
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Architectural Forum 


is edited for building professionals 
—architects, engineers and 
contractors—and for their 

clients, who buy buildings for 
occupancy or investment. 

Forum covers: commercial, in- 
dustrial and institutional buildings 
e city planning and urban 

renewal e multiple-occupancy 
housing e news of the big building 
industry e new products e cost and 
availability of labor, materials and 
mortgage money e the art, 

the science and the economics 

of building 


House « Home 


Housing’s only industry magazine. 


In each 200-300 page issue you'll 
see: interior and exterior photos, 
plans and details of the out- 
standing custom- and volume-built 
houses e new material, product and 
equipment reviews e details on 
new ways to build better-for-less 
e interior design treatment e fast 
news on mortgage money, housing 
trends, legislation and costs e 
planning and development of resi- 
dential land « complete reports 

on successful new merchandising 
and selling techniques 





A roundup of recent and significant proposals 


SKI LODGE IN NEW MEXICO 


The six jolly peaks at right 
will top off the restaurant and 
sun deck of a new ski center 
n Lincoln National Forest, 
near Ruidoso, N. M. The peak 
shapes are derived, in part, 
from Victor Lundy’s study of 
the site and its pine forests 
and, too, from ski patterns in 
the snow, and they will be car- 
ried out in 


laminated wood 


beams crisscrossed for wind 


bracing and shingled on the 
& 


outside. 


Jutting out beneath 


these cones, 


diamond-shaped 
sun decks will cantilever over 
rook on one side and a skat- 
rink on the other. This is 
main building of the base 
», but in addition to the bar 
ie (upper left), the proj- 
will include several lodge 5, 
1 manager’s house, and a sum 


restaurant. 


BOAT-SHAPED OFFICES IN CONNECTICUT 


Riding at 
stitution 


its moorings in Con 
Hartford’s 
downtown redevelopment proj- 


Plaza, 


ect, the boat-shaped 
Mutual Life Insurance Co. 
building will contrast sharply 
with the straight-sided struc- 
tures around it. 


Phoenix 


Harrison & 
Abramovitz give two reasons 
for this shape: the company’s 
desire for a distinctive build- 
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ing, easily recognizable as a 
company symbol, and the con- 
struction economies of reduc- 
ing the tower’s surface area, 
quite literally cutting corners. 
The two-story square around 
the tower base will insulate it 
from traffic, give the company 
bulk office space for business 
machines, and enclose a pri- 
vate garden. 





DOUBLE-SHELLED CHAPEL IN WASHINGTON 


A single concrete column will 
support this chapel, part of 
the Church of the Good Shep- 
herd in Wash. 
(above), the chapel floor, a 
concrete hyperbolic paraboloid 
shell, and the roof, a twin 
shape of wood. Between these 
shells will run thin 
rails and 


Bellevue, 


wooden 
glass, providing 
sweeping views from the chapel 


in all directions. In a separate 
building at the bottom of the 
hill, the church school, social 
hall, and administrative facili- 
ties will be quartered. Both 
the chapel and the auxiliary 
building are the designs of 
Kirk, Wallace, McKinley & 
Associates of Seattle, who esti- 
mate the total cost to be 
$120,000. 


continued on page 51 
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RE-NEW-COAT’ PR 
_..IN ONE EASY APPLICATION! 


Down go construction costs! One staging, one application . . . and the job is done! 


You can design longer life into masonry struc- RE-SURFACES OLD MASONRY, TOO 
tures by specifying one application of Truscon  Re-New-Coat 


renews the eroded surfaces of 
Re-New-Coat. 


older masonry buildings, and, as in new struc- 
Re-New-Coat is actually a masonry surface in ‘Fes, only one application is required. 

itself, and it has even greater strength and dura- 
bility than concrete. Not to be confused with a 
film-forming paint, Re-New-Coat anchors itself 
into masonry walls and becomes part of the 
structure. It looks like masonry, it feels like ma- 
sonry, it is masonry. 


Re-New-Coat has a heavy body and resembles 
soft, creamy mortar, except that it has more co- 
hesive qualities. It is high in solid content and 
thus it produces a substantial build-up on the 
surface being treated. It dries to a hard flat finish 
with a slight textured effect. 

Truscon engineers borrowed from concrete tech- 

nology, combined it with the wonder world of | RESISTANT TO CORROSIVE FACTORS 
epoxy, and produced a new masonry surface in Re-New-Coat is resistant to the alkali that is 
a wide range of colors. Instead of using only present in all masonry, and is also resistant to 
finely dispersed pigments in a soft drying vehicle acid fumes, gases, and other harmful elements 
like ordinary paints, Re-New-Coat also contains __ present in industrial atmospheres. It presents a 
large-size graded minerals suspended in a tough, hard, dense surface to driving rains, alternate 
hard-setting vehicle. As a result of this graded freezing and thawing, hot sun and wind . 
aggregate principle, the masonry surface gets shielding the structure from damage while pro- 
super-protection from hard interlocking minerals viding an attractive masonry finish. 

bonded tightly together by tough Devran epoxy 
aac PROVEN FOR OVER SIX YEARS 

More than six years of successful use all over 
America is your insurance that Re-New-Coat 
lives up to every statement made here. Not new 
and untried, but an experienced, successful pro- 
tector of new and old masonry surfaces in all 
types of environment. 


Truscon will welcome the oppor- 
tunity to furnish you with photo- 
graphs of typical applications, 

Re-New-Coat's interlocking complete specifications and tech- 
; lg Soa ce 
ee ae «6 — ae Pe se nical data, and actual samples of 
give no protection against nates internal shrinkage ; E . rs 
film shrinkage. stresses. Re-New-Coat in color. Send cou- 


pon now for fast action. 


/ Resists the 


llr Cmc.L!.L,CMUMD.C CSEPESTCHHENCC UDC 
F TRUSCON LABORATORIES, 1770 Caniff, 
(Penetration ' Detroit 11, Michigan 


Send Re-New-Coat bulletin 6160 
and color card. 


# Send the Truscon man for consultation. 
NAME TITLE 
FIRM 

ADDRESS 


CITY ZONE____STATE 

















SIMULATED SPACE IN PENNSYLVANIA LABORATORY 


One part of the huge space 12 large steel columns will rise 
technology center that General from truncated concrete bases; 
Electric is building at Valley these will support the roof, 
Forge, Pa. will be this “enve- which will cantilever into a 
lope” for an egg-shaped simu- canopy. Architects-engineers: 
lator which will test actual Jackson & Moreland, Inc.; 
space vehicles. On the 


outside, architect: Vincent G. Kling. 





DRIVE-IN STADIUM FOR UNIVERSITY OF OREGON 


Avoiding the probl m of 

ing end-zone seats, the Uni- 
versity of Oregon Alumni versity 40,000 pedestrian seats, 
Assn. proposes a stadium in 9,000 of them 
Eugene banked with 400 tiered nforced 


Engineer Marshall Bessonette’s 
scheme will also give the uni 


in a covered, re 
concrete shelter at 
parking spaces in the end zones the top of the stadium, the 
for drive-in game watching. rest in 50-row blocks 





NEW JERSEY CLASSROOMS 


arth tones, 
predominant 

if the campus, wi 

the exterior of this ne class- 

om-laboratory at Douglass 

College in New’ Brunswick, 

N. J. The exposed 

cast into the large wall pane 
window frames will be 


, — 7% 
brown, and the base ogg PrP 


j SSSeQeses 
harmonizing color. 


aggregate 


thiitipe 
Kassler & Weis- 


vecker of Princeton point out 


} l 


} 





that these large precast con- 


crete sections will not only be 


economical in construction, but 


their deep reveals will cut 


conditioning operating cc 





PHILADELPHIA LABORATORY 


Reinforced concrete in 


quence of 11 bays, two of them 
recessed, will run the full 
depth of the Philadelphia Pres- 
byterian Hospital’s new medi- 
cal science research laboratory 
(right), and each laboratory 
or office will occupy a single 


f 


the building. Inside the two 


setback bays will be the ser 


V- 


or a double bay on one side 


ice areas—stairs, elevators, 
and lobbies. Besides the ex- 
posed white concrete of the 
frame, the exterior finish will 
be red brick and glass. Archi- 
tect: Vincent G. Kling. 


continue d on page 
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for construction headaches, use the dependable 


4-HOUR CURE 


incor 24-Hour Cement speeds construction... happy because they can use the building 
cuts costs to the bone by earlier release of sooner or collect rent earlier. 

men, forms and equipment...lets concreting Remember Incor. It’s the next best thing to 
move ahead smoothly the year-’round... a good architect for saving clients money. 
even in cold weather months. Makes clients Specify Incor on your next job. 


AMERICA'S FIRST HIGH EARLY STRENGTH CEMENT 


LONE STAR CEMENT CORPORATION, NEW YORK 17, N.Y. 





FINNED LIBRARY 


1 September bond vote will de 

mine whether or not this 
city library goes ahead; if it 
loes, it will replace the old 
Jacksonville city hall on a 
downtown corner. 


This pro 


posal, by Architects Hardwick 


IN FLORIDA 


& Lee, is a five-level structure, 
underground. The 
building will be faced with pre 
cast concrete panels on the 
which will be 
solid on the sunny sides and 
glass filled on the others. 


two levels 


upper stories, 


INSURANCE COMPANY BUILDINGS IN LOS ANGELES 


Embarking on a $25 million 
building program in downtown 
Los Angeles, the 
Life Insurance Co. has an- 
nounced that it will rebuild its 
present headquarters and erect 
three entirely new buildings: 


Occidental 
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the 25-story tower and nine- 
story building 
and a 700-car garage nearby. 
The architects in charge of 
designing Occidental Center: 
William L. Pereira & Asso- 
ciates of Los Angeles. 


service above 


MILLICON-DOLLAR SCHOOL IN FLORIDA 


Although best known for his 
flamboyant Miami hotels, Ar 
chitect Morris Lapidus demon 
strates work of a plainer style 
below, the Hebrew Academy 
buildings in Miami _ Beach. 
Under roofs of prestressed 


folded 


school will have 23 


concrete plates, the 
classrooms, 
a 700-seat assembly hall, a caf- 
eteria, a library, and a chapel. 
Architects: Morris Lapidus, 
Harle & Liebman; Connell, 
Pierce, Garland & Friedman. 


GYM FOR INDIANA STATE TEACHERS COLLEGE 


In Terre Haute, on the campus 
of Indiana State Teachers Col- 
lege, work is under way on the 
new physical education build 
ing above, the left-hand por- 
tion topped by a prestressed 
concrete roof 


spanning more 


PLEATED ROOF ON 


Fifty-foot circular 
umns, tapering from top and 
bottom to the center, will carry 
the pleated steel-webbed roof 
over St. Agnes 
Milwaukee, 
now and due for completion 


steel col- 


Church in 
under construction 





than 160 feet. The three gyms 
under these eight folded plates 
will convert into one large gym 


for intercollegiate basketball 
games and other college events. 
Architects: Miller, Vrydagh & 
Miller of Terre Haute. 


MILWAUKEE CHURCH 


this summer. Designed by 
Milwaukee Architects Herbst, 
Jacoby & Herbst, who describe 
it as “contemporary Gothic,” 
the church’s exterior will be of 
brick and cast stone, the latter 
forming pierced screens. END 











Room Comfort is Occupant Controlled 


HINGED ACCESS 
DOOR TO 
CONTROL SWITCH 


CONTROL 
SWITCH 





JUNCTION 


FILTER CHANNEL 


FRESH AIR 
DAMPER 


‘With UNIT AIR CONDITIONING SYSTEM 
by DUNHAM-BUSH 


The Dunham-Bush unit system of air conditioning... 

with ‘CR’ room air conditioning units in all rooms and 

one central plant to handle the entire heating and cooling load... 
is ideal for any multi-room building. 





Individual room control permits each occupant to select the 
conditions he desires—without affecting other rooms or zones. 
One unit handles cooling, heating and circulation 

of fresh, filtered air... quietly! 


Perfectly suited for either new construction or 

existing buildings, the Dunham-Bush unit system requires 
no costly, difficult-to-install central duct system. 

A single piping system is utilized year ‘round. 

Units are available in 4 sizes from 220 to 600 CFM... 

for heating and cooling by water, direct expansion or steam; 
for vertical floor mounting in exposed, semi-recessed 


or fully recessed installation; for ceiling suspended, 
exposed or fully recessed installations. 


Request Catalog #6014A containing complete specifications. 


DUNHAM-BUSH, INC. 


WEST HARTFORD 10, CONNECTICUT, U.S.A. 


SALES OFFICES LOCATED IN PRINCIPAL CITIES 
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WORKING PANELS 


} 


With the addition of two shear end walls 
arry the lateral load, Fenestra’s new 
oad-bearing wall and roof panels form a 
complete shell for a one-story building. 
This integrated system, called Fenmark 
III, spans up to 32 feet with continu- 
dus runs up to 150 feet without an extra 
shear wall. In most cases the use of 
structural steel is unnecessary. Erected 
by Fenestra crews, the panels go up 
quickly: after the wall panels are in place, 
the roof panels are welded to them. Insu- 
lation, finish roofing, and glazing are in- 
stalled after roof and wall panels are up. 
Standard Fenmark III panels are 9, 10, 
11, and 12 feet high and 4, 6, and 8 feet 
wide, but special sizes may be ordered. 


Wall paneis are porcelain enamel on steel, 


with or without glass-fiber insulation, and 


mullion caps are aluminum in two finishes. 
Fenestra offers two kinds of roof panels: 
one unfinished on the interior, the other 
finished with either a plain or acoustically 


corrected ceilinz. Costs depend on mate 


rials and engineering services required. 


Vanufacturer: Fenestra, Ine., 2250 E. 


Grand Blvd., Detroit 11. 


Plastic domes... wall and roof panels... steel partitions 


PREFAB DOMES 


Monsanto Chemical Co, is going into the 
dome business, designing, manufacturing, 
and marketing plastic geodesic domes 
under license from R. Buckminster Fuller. 
These Geospace domes, produced by a 
wholly owned Monsanto subsidiary, will be 
sold initially as ready-to-assemble package 
units, easily glued together on the site to 
make domes of two sizes, 22 and 9 feet in 
diameter. At 85 cents per square foot, the 
domes are cheap, waterproof shelters for 
a variety of uses, such as temporary 
warehouses on construction sites, disaster 


housing or, in the case of the smaller 
dome, swimming-pool cabanas for motels 
or clubs, 

Included in the package are panels of 
Fomecor, lightweight foamed _ styrene 
laminated to kraft paper and coated with 
a weather-resistant alkyd inside and out, 
a treated pine base ring, eye bolts, iron 
staking rods, neoprene adhesive, and in- 
structions. The dome is assembled from 
the top down, pasted together joint by 
joint, and finished off with the wooden 
base and eye bolts. Stakes driven through 
the eye bolts secure the dome to the ground. 
Erection time varies with the skill of the 
workmen, but three unskilled men need 
less than a day to complete a dome. The 
22-footer costs $300 f.o.b. Baxley, Ga., 
but no price has been set for the smaller 
dome, to go into production April 1. 

Manufacturer: Filtered Rosin Products 
Co., Baxley, Ga. 


continued on page 0 
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Exgineeee BEAUTY and PERMANENCE 


J Vt jf 
aS MbO4 salanced Doo 


SUN LIFE 


INSURANCE COMPANY 
Baltimore, Md 


Architect: 
Buckler, Fenhagen, 
Meyer & Ayers 


7 ELLISON BALANCED 
DOORS in the entrances 
to this building 


bu ged mere Yin ween from Ellon 
Whether you are planning one door or a battery of doors Ellison 


has had 45 years experience that can help you solve any entrance 
problem. 


Ellison engineers can make recommendations on structural support, 
traffic flow, wind and suction conditions that will be helpful in early 
planning — for either new or modernized buildings. Along with all 
these advantages — the customer receives a trouble-free door. 


the door that /ets 


TRAFFIC through QUICKLY 


Ellison Engineers are at 
your service to help solve 
any entrance problems — 


call Jamestown, WN. Y., 61-594 


te BALANCED DOOR 


ELLISON BRONZE CO., INC. + Jamestown, N. Y. 


ARTIFICIAL REVERBERATION 


This electronic acoustical system for new 
and rebuilt auditoriums and churches re- 
lays sound so that rooms designed pri- 
marily for voice reverberation can work 
equally well for musical programs. Manu- 
factured by a division of Litton Indus- 
tries, the Westrex 1400 Distributed Rever 
beration System makes up for the short 
reverberation time of voices by spreading 
the sound, creating a complex train of 
repetitions in diminishing volume. Sounds 
are recorded on magnetic tape, which then 
passes over a succession of reproducing 
heads. Tape speed and head spacing de- 
termine the frequency of repetition, and 
both factors may be adjusted to the needs 
of a particular room. To further the illu- 
sion of sound passing from front to back 
with successive reflections and diminish- 
ing volume, each head connects to an in- 
dividual pair of loudspeakers installed on 
opposite sides of the room, and the repro- 
duced output feeds back onto the tape 
at decreasing volumes. Once installed, the 
system is flexible enough so that it may 
be adjusted to several kinds of musical 
programs, some of which, particularly 
religious music, require longer reverbera- 
tion times than others. 

The equipment needed falls into three 
groups: the tape transport, including 
erase, record, and reproducing heads; th: 
distributed reverberation assembly, includ- 
ing recording and reproducing circuits; 
and amplifiers for each speaker. The basic 
price for this equipment is $10,000, ex 
cluding microphones and speakers. 

Vanufacturer: Westrex Recording Equip 
ment Dept., 6601 Romaine St., Hollywood, 

ie 


il, 


Ca 


CLEAN ACOUSTICS 


A thin, waterproof vinyl sheet stretched 
over acoustical tile gives it scrubbability 
without reducing its sound-absorbing effi- 
ciency. Manufactured especially for hos 
pitals, laboratories, restaurants, and food- 
processing plants, where acoustical tiles 
are washed often, the vinyl sheet with- 
stands repeated scrubbings, protects the 





face from water damage, yet does 


affect the penetration of sound into 
ile’s porous core, It will not shrink, 
separate from the tile, and is 
» be the first washable film which 
ctually repeats the fissures of the tile 
neath rather than carrying a printed 
ign. 
This tile is incombustible and may be 
talled by mechanical suspension or by 
cementing. Sold only in white and in 12 
nch squares, Vinyl Face Travertone 
ibout 85 cents to $1 


talle d. 
Vanufacturer: rmstrong Cork e 


Ip 4 dey 


costs 


per square foot 


ncaster, Pa. 


EPOXY MORTAR 


'hreadline, an epoxy-based mortar, forms a 
trong bond between brick, concrete block, 
and other masonry units, but the thin 
int, which is less than 1/16 inch, limits 
t] material’s use to  precision-ground 
units. Threadline is mixed on the site and 
quirted from a calking gun in a thin bead 
round the block. It cures in 24 hours 
and reaches full strength in 72. According 
te the manufacturer, even though Thread 
e costs twice aS much as cement mortar 
and requires more expensive masonry 
units, the labor and time saved cut as 
uch as one third from the cost of a ma 
onry wall. Threadline sold in packages 
containing mortar for 100 blocks, meas 
ired and sealed into plastic bags ready for 
mixing. A single kit costs about $10. 


eee. come ig 1g the cooler that 
nome rove --- POeered a trend 


The new Soulépanel for curtain walls is 

a six-layer sandwich faced on the outside | 3 

with a layer of Mosaica, a glass-chip ma- Just a little over a year ago no one ever 
terial. The other layers in the sandwich . : : 
consist of an inorganic matrix, cement saw a cooler like this. We call It the 


asbestos board, glass-fiber insulation, alu- 


=, Wall-Mount, truly a Halsey Taylor first. 
minum foil, and an interior finish of 
cement asbestos. Aluminum sections frame It mounts on the wall ..n0 exposed 


the whole panel, and in panels larger than 


9 square feet galvanized steel cha:nels | fittings, no space behind cabinet to catch 


add stiffness. Mosaica, which has been en | . or - 
the market for some time, looks di vy! dirt or grime! Off the floor. . room under 
grained — — (see aaa below pu neath for easy cleaning! The answer to 
is actually smooth enough to write oI 2 i : z 
and it comes in 17 standard colors and maintenance-free installation and, like 
continued on page 5 * 
seg all Halsey Taylor fixtures, gives years of 


trouble-proof service. 


The Halsey W. Taylor Co., Warren, Ohio The Wall-Tite, big brother 
to the Wall-Mount. Fits 
tight to the wall 


Write for latest catalog, or see Sweet's or the Yellow Pages 
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faceted (half glossy) or matte finishes. 

Panels are made to specifications in fou 
thicknesses—1, 14%, 142, and 2 inches. 
Typical prices for 1,000 square feet ar 
$1.90 per square foot for the 14% inch 
panel and $1.95 for the 1's inch panel. 
Both prices are f.o.b, San Francisco 

Manufacturer: Soulé Steel Co., 1750 
Army St., San Francisco. 


ACCORDION WALL 
Twelve layers of material, two of them 
24-gauge steel, seal out sound in the 


Modernfold Soundmaster 240, a heavy-duty 


folding partition. Pulled into place, it has 
un average sound attenuation of 41.8 
decibels, equivaient in effectiveness, the 
manufacturer claims, to a solid apartment 
wall in making normal speech inaudible 
from one side of the partition to the other. 
Credit for this goes not only to the 12 
layers but also to polyurethane cushion 
along the jambs and double felt and rubbe 
seals at the horizontal edges. The outsid 
covering is heavy vinyl. 

The largest single partition is 25 feet 
high and 60 feet wide, but wider expanses 
present no problem—several partitions 
may be fitted together to fill the space. 


In closed position, a partition 20 feet wide 
] l 


Thos. H. Price and Hertzka & Knowles, Architects 


... Public Rooms do Double Duty 
through Folding Walls by... 


® 


0 





Changing space needs are met by changing 
space areas in San Francisco’s most modern 
hotel. No fewer than ten Fairhurst Walls in the 
Jack Tar mean quick and easy conversion of 
room areas for peak demands. There is no 
waste of usable space — Fairhurst Walls are 
as nearly soundproof as modern engineering 
can make them. 


Send for free booklet showing how to get 
the most into your hotel with Fairhurst Unit- 
fold & Unitslide Walls; no obligation, of course. 


John T. Fairhurst Co., Inc. 


45 West 45th Street New York 36) N. Y. 
FAIRHURST . . . First Name in Folding Walls 





folds to 32%, inches. Cost: about $5 yx 
qua foot. 

Va f rer: New Castle Products, 
Ine., New Castle, Ind. 


COLORED PLYWOOD 


Gcorgia-Pacifie’s new colored fi plywood 
has two baked-on finishes, one on top of 
the other: a high-density  resin-fib: 
undercoating and an _  aerylic overlay 
avallable in four colors (red, blue, green, 
or white). The acrylic overlay is a px 
manent all-weather finish applied to one 
or both sides, and panel edges are weaths 
sealed at the factory. This factory finish 
makes plywood weather-resistant and 
tough enough for use in highway signs 
and exterior building walls, either as a 
urtain-wall panel or a_ structural com 
ponent, 

Georgia-Pacific is offering this treated 


icknesses of 5/16, 


plywood in standard thi 
Be , 56. and 34 inches, widths of 30, 


16, 48, and 60 inches, and lengths of 7: 


84, 96, 108, and 120 inches 


To give al 
lea of cost, the company quotes 65 to 
87 cents per square foot for the 5/16-inch 
thickness, one side verlaid with acrylic, 
the exact price 1 ! 1 nm specifica 
tions and quantit 

Vanufacturer: 


Equitable Buildi 


PREVIEWS 
> General Electric laboratories are experi 
ee ata,  Shatterproof Structoglas 


favorable colo. quality Thit envelopes of 


GE’s Lucalox, a poly ryetalline alumina cuts building and maintenance 


ceramic, tolerate higher pressures and - 
saaenib dines Seana oueeiecans stact soa costs for nited States Stee 
tional bulb materials without melting. If 


he experiments are successful, the new 
metallic vapor lamps will be marketed United States Steel saved on construction expense 
primarily for industrial, commercial, and and assured years of maintenance-free daylighting 
defense lighting purposes. by using Structoglas fiberglass windows in this new 
vertical furnace building. The strong corrugated 
plastic panels were fastened directly to the steel walls 
without sash. No painting was required since the 
light-filtering green tint is “built in.” Structoglas is 
shatterproof and highly weather resistant, so that 
maintenance is virtually climinated. Glaze your plant 
once and for all with Structoglas—best plastic pancl 


under the sun. Get the PROOF.° 


shucroglas 


> Brunswick Corp. and Mohasco Industries 
Ine. are working together on the produc- 


tion of a flexible room divider consisting 1 bce mn 4] Write Structoglas Inc., Dept. 409, 
of a lead-filled fabric for sound-deadening. yoo Tt Cleveland 20, Ohio, for Glazing Folder 

5 > J SL-1, with proofs of Structoglas supe 
riority and glazing details 


Although designed specifically for schools, 
the Acousti-Flex material is expected to 
find use in commercial and_ industrial 
buildings as well. END 
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Fotkability : 


we 


Field cutting-and-trimming is swift, clean and neat 


with Gold Bond® Acoustiroc. Its felted structure 


(long mineral wool fibres, uniformly interlocked) 


gives Acoustiroc unusual workability, strength 


and dimensional stability. Felting also accounts 


for its sag resistance: 500% greater than other 








12”x 12” fissured mineral wool acoustical tile. 


Acoustiroc can even be installed before plaster 


and terrazzo work are dry, saving a week or 


more of building time. Acoustiroc is an excellent 
oa 


Gold Bond 
Gypsum Company, Buffalo 13, N.Y. chill 


choice, any way you look at it. National 





“G-E Remote-Control Wiring has saved money since the day it went into this building in 1953,” 
says Mr. Donnelly, standing in front of 3-story, block-long office building, Menands, N. Y. 


‘“G-E Remote-Control Wiring saved us $20,561 in 
this N. Y. Telephone building - on installation alone!”’ 


... Mr. H. J. Donnelly, Supervising 
Electrical Engineer New York 
Telephone Company, Albany, N.Y. 


“We compared General Electric 
2emote Control with an ordinary 
switching system that would give 
us the kind of lighting control we 
wanted,” says Mr. Donnelly.‘‘We 
were surprised to find that, in addi- 
tion to its other advantages, the 
G-E low-voltage system cost $20,561 
less to install! 

“On top of the initial savings, we 
reduced our operating costs, because 
G-E master switching makes it easy 
for maintenance crews to turn ON 
only those lights needed, rather than 
lighting up whole floors. Switches 
at convenient locations save our men 
extra steps, too. 

“These savings were all in addi- 
tion to the original reason we con- 


sidered Remote-Control. That was 
extra safety in controlling the 
180 Y/277-volt power system we 
chose for its saving in branch cir- 
cuit copper. Remote-Control relays 
in the ceiling control the 277-volt 
lighting circuits, so there’s only a 
low, 24 volts at the switches. Of 
course, the lightweight, 24-volt 
switch wiring makes it easier to 
relocate office partitions, too. And 
the elimination of switch-loop volt- 
age drops that can cut the life and 
efficiency of lamps, is still another 
feature.” 

General Electric would appreciate 
the opportunity of working with you 
on the design of a Remote-Control 
Wiring System tailored to fit your 
particular needs. Write Commercial 
Engineer, General Electric Com- 
pany, Wiring Device Department, 


Providence 7, Rhode Island. 


Progress /s Our Most Important Product 


GENERAL @@ ELECTRIC 


————EEEEEE———— 


wal 


‘= 


“Douse the lights you don’t need!” is 
standard procedure for maintenance 
crew, in building from 5:00 to 11:00 
p.m. G-E Remote Control makes it easy. 





G-E master selector switches at ends 
and center of each floor control lighting 
separately for each % floor. Building 
contains 2000 fluorescent lamps. 





There can be 
no compromise here” 


On galvanized metal surfaces — 
be sure of lasting performance with 
Rust-Oleum GALVINOLEUM’ Coatings 


Galvanized metal surfaces present a special problem—“getting a coating 
that will really stick, to eliminate paint peeling headaches.” Rust-Oleum 
Galvinoleum is that coating—it can be applied directly over brand new 
galvanized metal without etching, without weathering, without waiting 
—and it lasts and lasts! It is available in four attractive colors—red, 
gray, green, and metallic, Specify Rust-Oleum Galvinoleum coatings for 
galvanized buildings, metal gutters, downspouts, roofs, siding, vents, 
etc. Would you like a guide to lasting performance on galvanized metal 
surfaces? Write for your free copy of the new 30-page Rust-Oleum 
Architectural Catalog. Just attach the coupon to your letterhead and 
we ll send it promptly. 


' 
RUST-OLEUM CORPORATION H 
2517 Oakton Street 
Evanston, Illinois 


" i 
There is only one Rust-Oleum. ® 
It is distinctive as your own fingerprint. & 


A matter of excellence 


New 30-page Rust-Oleum 
Architectural Specifications 
Catalog. Features actual 
color charts. Clip coupon to 
your letterhead for your free 7 
copy of Form No. 259-A 


' 
t 
Your nearby Rust-Oleum Industrial Distributor maintains complete stocks for your convenience. F 
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In the corridors, PPG polished plate glass was used in the upper sections and HERCULITE 
shock-resisting tempered plate glass was below where damage could occur. 





HERCULITE’ protects the school 


Large expanses of glass create a feeling of unlimited spaciousness in the new Quincy, 
Illinois, Senior High School. Glass performs many practical functions, too. PPG SOLEX 
green tint, glare-reducing, heat-absorbing glass not only protects young eyes from solar 
glare but keeps classrooms cooler in summer. HERCULITE tempered plate glass, because 
it is four to five times stronger than regular plate glass of the same thickness, provides 


plenty of impact resistance in corridor areas likely to receive the most abuse. 


Polished plate glass, SOLEX and HERCULITE are deftly woven into the design pattern to 


produce a brilliant, modern look which opens the building to the whole outdoors. 


For more information on any of these products, write Pittsburgh Plate Glass Company, 


Room 1100, 632 Fort Duquesne Boulevard, Pittsburgh 22, Pennsylvania. 


The driver training classroom gets plenty of light but glare TUBELITE doors, surrounded by large panels of PPG 
and solar heat are greatly reduced by SOLEX green tint polished plate glass, accentuate the open-vision theme 
plate glass 


Architects and Engineers: Charles F. Behrensmeyer & Frank W. Horn, Quincy, Illinois 


Contractor: Simmons Construction Company, Decatur, Illinois 


PPG glass products for schools: 


SoLex® Plate Glass-—green tint, heat-absorbing, glare-reducing glass 

SOLARGRAY® Plate Glass—a neutral gray, heat-absorbing, glare-reducing glass 

PENNVERNON® GRAYLITE'™ —a neutral gray, heat-absorbing, glare-reducing, heavy sheet glass 
HERCULITE®—shock-resisting tempered plate glass 

TWINDOW®—the world’s finest insulating window 

Polished Plate Glass—for clear, true vision 

PENNVERNON® Window Glass—window glass at its best. 


IP. Pittsburgh Plate Glass Company 


Paints * Glass * Chemicals + Fiber Glass 


In Canada: Canadian Pittsburgh Industries Limited 
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New...from VAN HUFFEL 


COLD FORMED CONTINUOUS 


STEEL TUBING 
IN RECTANGLES 
AND SQUARES 
IN SIZES THIS 


FOR 
INDUSTRIAL AND 
ARCHITECTURAL 

APPLICATIONS 


WHERE BIG IDEAS TAKE SHAPE IN METAL 





APPLICATIONS 


Because of its high production potential and adaptability, 
the uses of Van Huffel square and rectangular tubing are 


practically unlimited. Here are a few: 


ADVANTAGES 


MORE STRENGTH 

Roller Die, cold formed continu- 
ous welding on one side ONLY 
provides maximum strength 
throughout: 


GREATER SAVINGS 

High strength-to-weight ratio 
permits use of lighter gauges or 
smaller sizes than solid metals. 


UNIFORMITY 
Uniform wall thickness, square 
sides, accurate radii and 
straightness. 


' FUNCTIONAL BEAUTY 
Smooth finish, free of scale and 
protruding flash, ready to paint. 


STANDARD SIZES AND GAUGES 
Squares: 
5” x 5” — .165” to .259 wall 
6” x 6” — .165” to .259 wall 
Rectangles: 
4” x 6” — .165” to .259 wall 
4” x 8” — .165” to .259 wall 


in any lengths and all common 
grades of ‘steel. 


ACTUAL SIZE: 4” x 8” .259 WALL 


Architectural Forun 


Structural Columns 
Sign Supports 
Canopy Supports 
Beams 

Steel Buildings 
Farm Equipment 
Earth Moving 
Equipment 
Bridge Work 
Automobile 
Transports 
Storage Racks 
Guard Rails 


ACTUAL SIZE 
6” x 6” .259 WALL 





Van Huffel also produces this wide 
range of standard welded sizes and 
gauges: 

ROUND: %” thru 6” in gauges from .020 
(25 ga.) theu .259 (3 ga.) and all interme- 
diate sizes. 


SQUARE: %” thru 6” in gauges from .020 
{25 ga.) thru .259 (3 ga.) and all interme- 
diate sizes. 


RECTANGULAR: %” x Yo” thru 4” x 8” in 
gouges from .020 (25 ga.) thru .259 (3 ga.) 
and all intermediate sizes. 


All Van Huffel Welded Tubing stocks 
are available through Steel service 
centers in principal cities. / > 


WRITE FOR FREE 
48 page handbook 


VAN HUFFEL 


TUBE CORPORATION ¢ WARREN, OHIO 





CLIMATE BY CHRYSLER 








n, Ohio. Architect: Coote ht. Contractor: Chaos. H. Shoc 


Two separate Chrysler Packaged Air Conditioners 
cool each floor in Dayton’s largest apparel store 


One large air conditioner could have done the job. But Metro- 
politan, Dayton’s largest family apparel store, decided on two 
3}0-HP Chrysler Packaged Air Conditioners for each floor of the 
building. The reasons are interesting: 

First. for economy. One 30-HP Chrysler unit can handle the 
cooling load on all but the hottest days. It costs less to operate 
this unit at maximum capacity than it does to run a much larger 
unit at reduced efficiency. 

Second, for flexibility. When cooling loads are less, the 
Chrysler units can be operated efficiently at as low as 25% of 
capacity—compared with 50% for other equipment. And with 
separate units, ideal conditions can be maintained on each of 


the floors, independently of the others. 


Third, for protection. The stand-by unit is always ready to go 


to work whenever outdoor temperatures rise to their peak. 
Why was Chrysler equipment specified? Because installed 
cost is low... and operation is more economical. And because 
Chrysler, the pioneer manufacturer of packaged air condition- 
ing equipment, offers the top quality unit for any building need. 
Before you decide on your next air-conditioning job, check with 


your local Chrvsler Engineer. Or write today for technical data. 


> HRYSLER 


AIRTEMP 


Chrysler Corporation, Airtemp Division, Dept. R-41, Dayton 4, Ohio 
Canadian Distributor: Therm-O-Rite Products, Ltd., Toronto, Ontario 





FABRICATED ENTIRELY from 
DISTRIBUTOR’S STOCK... 


Transoms, sidelights, borrowed lights, entrance frames— 
all assembled by your local distributor for daily delivery. 
Steelcraft's pre-engineered components permit unlimited 
design variations. Doors are available with standard cut 
out for cylindrical, mortise, unit and integra-locks. Your 
own choice of hardware, panic devices, concealed clo- 
sures, trim and finish. Frames are all prepared for Uni- 
» versal Strike (ASA). 





oe 





Fredericktown Elementary School, 
Fredericktown, Ohio 
Architects: Joseph Boker and Associates, 


STEELCRAFT 4 


standard METAL DOORS 
and FRAMES ssseseur~ 


Now you can have complete versatility in standard metal doors . . . and 
frame variety to match. Rugged, handsome doors—flush, exceptionally sound 
deadened, and with “billiard table” flatness due to their unique Honeycomb 
core that tests prove to be superior to girder type construction. Quality at low 
cost, too—for Steelcraft’s standardization and modern-flow assembly make 
possible passed-on production economies. Get the full story today on why more 
and more architects specify Steelcraft. Valuable brochure on request. 





The Steelcraft Mfg. Company 
9017 Blue Ash Road, Cincinnati 42, Ohio 


Please send me the Steelcraft brochure on the most 
complete line of standard steel doors and frames in 
the industry. 


NAME. ...ese.0 
THE STEELCRAFT MANUFACTURING COMPANY 
9017 Blue Ash Road, Cincinnati 42, Ohio ADDRESS.........sssssssssses0e 





CITY....... ZONE........ STATE 
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SEE OUR 
CATALOG IN 


SWEET'S 


OR WRITE FOR COPY 


IT TAKES A TEAM OF THREE TO BUILD A BANK 


Or enlarge or improve one.A banker to set the 
goals and supervise. An architect to design the 
structure. And a LeFebure representative to 
plan the most profitable operating systems and 
equipment. LeFebure’s 60 years of service to 
banks is your assurance of efficient, economi- 
cal systems. LeFebure’s Architects Service 
Division is available without charge. For de- 
scriptive literature, write today to LeFebure 
Corporation, Cedar Rapids, lowa. 





Bank systems and equipment 











LeFebure is a subsidiary of Craig Systems, Incorporated 





r 


Complete Kewanee’ heating package 


i 
i 
New Kewanee forced draft units give you the whole heating pac kage —high- or low-pressure boiler shell @ 


and integral Kewanee gas, ojl, or oil-gas combination burner wi all operating controls #% Plus Kewanee 


Starting Service @ The experienced service representative in ypur territory will start your boiler after instal- 
| 


lation, thoroughly check out its operation, provide operator training, and service your unit, at no extra charg« 
Sh) ] I ’ 


for 90 days after startup. For more complete information, contact or nearest sales office today. American-Standard 
| 
Industrial Division, Detroit $2, Mich. In Canada: American-Standafd Products (Canada) Ltd., Toronto, Ontario. 


4 
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Awenican-Standard ond Standard ® ore trademarks of American Radiator & Standard Sanitary Corporation 
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“SER RURe wears: 
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S055 


INVISIBLE 


HINGES 


for complete information and prices, 


see your building supply dealer 
or hardware dealer, or write us. 


SU5SS 


MANUFACTURING 
COMPANY 


AF-12 
“The Hinge That Hides Itself” P.O. BOX 38, DETROIT 13, MICHIGAN 
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Copper batten seam roofing on the new Senate Office Building, Washington, D. C. 


New Senate Office Building has 
copper roofing for enduring protection 


\pproximately 75,000 pounds of Anaconda copper were 
used for the batten seam portion of the roof and the 
deep, boxed concealed gutter on the new Senate Office 
Building. In the nation’s capital and in cities through- 
out the country, copper roofs are establishing records 
of long service and low maintenance costs. 


The roof was fabricated and erected by the Overly Manufactur- 
ing Company, Greensburg, Pa. A modified “Overly” batten was 
formed from copper strip. Roofing sheets were formed from 
20-ounce cold-rolled copper. Architect of the Capitol, J. G 
Stewart. Architects: Eggers and Higgins, New York City. General 
Contractor: George Hyman Construction Co., Washington, D.C. 
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A realistic comparison of roofing costs requires the 
inclusion of two important factors—estimated mainte- 
nance costs over the years, and estimated serviceable 
life of the roofing material. Copper has proved its 
economy. Performance records covering many years of 
service show that expected long life and minimum up- 
keep are based on fact, not guesswork. Here is an 
example: 

When the 47-year-old Grand Central Terminal Build- 
ing was razed recently to make way for the huge new 
Pan-American Building, more than 150 tons of sheet 
copper were removed from the roof. The copper was 
still sound and beautifully colored by nature's patina. 
It is also worthy of note that the scrap value of the re- 
moved metal was considerably higher than the price for 
ingot copper prevailing when the roof was installed 
in 1913. 

FOR MORE INFORMATION on Anaconda Sheet Copper for 
building construction, see your Sweet's File or write 
for Publication C3-SA. Also, if you do not have your 
copy, ask for our “Modern Sheet Copper Practices,” 
109 pages of drawings, specifications, and general in- 
formation. Address: Anaconda American Brass Com- 
pany, Waterbury 20, Conn. 6111 


5 


SHEET COPPER > 
FOR BUILDING CONSTRUCTION 


Anaconda American Brass Company 





TEAMWORK 


WILL CUT MATERIALS HANDLING 
AND WAREHOUSING COSTS 
_ FOR YOUR CLIENTS 


Ne netiana 
New Ttunctiona 


Cantilever 





"floor ear’ 
nance ease 
setting contempora 


ounter styling 


Working with the architect on a new plant or renovation job, 
our engineers can effect substantial savings in the handling 
and storage of materials and improve the efficiency of manu- 
facturing facilities. We invite your inquiry and suggest you 
contact any of the leading companies we have served. 


GEMAR ASSOCIATES, Inc. 
Consulting Materials Handling Engineers 
74 Greenwich Avenue, Greenwich, Connecticut 


ov <€ ® 30 YEARS EXPERI ER C¢ 
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CHECK YOUR BUILDING PROJECT with reliable JOB COSTING figures 


1961 ARCHITECTS ESTIMATOR 
and COST REFERENCE GUIDE 


Supplies accurate preliminary unit building costs in con 
venient form. Here are all the important facts and figures 
on current unit costs for every construction job large 
or small from excavation to final sub-contractor. A\| 


and profit. Regarded by architects, e 

and subs in the building industr p 

hensive guide to normal profitable operation. Valued 

highly by industry and government in planning constru ‘ 

tion projects. Special section devoted to foreign buildin CHF No. SB 419 

costs. Revised yearly, new edition just published A tubular cantilever 
stool base available 

The most complete ay Pepin 4 pe — 

construction cost 20”, 22 Pf heights 

Reference Guide re 


ever compiled PROFESSIONAL cheng hap po 

= oF NO. 06 41/7. A cast 

CONSTRUCTION ESTIMATOR cries] base with tubular col 

A Labor & Material Calculator : umn available in Satin 

Both compiled by the <2. or Bright Chrome, Base 

foremost professional estimator, 
Jacques Ing Cramer Priest 


SAVE 10% — Order both books ata 
combined price of $45.00 





also available in CHF 
Porcelain Enamel! Colors. 


(CHF Seat Shown is No 864) 


RESEARCH PUBLISHING CO. DEPT. AF 
P.0. Box 42004, Los Angeles 42, Calif. 
4 pie f ARCHITECT ESTIMATOR @ ¢ eact 


CHICAGO HARDWARE FOUNDRY CO 


SHOWROOMS IN ALL PRINCIPAL CITIES 


NORTH CHICAGO ILLINOIS 
ORDER TODAY 


ZONE ___STATE 





Spruce up the old... Accent the new 


LIGHTING INSTALLATIONS 


MADE WITH 


"PE 








Heartland Office Building, National Commercial Bank & Trust Co. of Albany, N.Y. Electrical Design Engineer : Walter 
S. Stewman, Albany, N.Y. General Contractor: Rosch Bros. Electrical Contractor: H. A. Collman Electrical Co., Inc. 


Luminous ceilings, luminaires, louvers, refractors, diffusers and MONSANTO bpesicner in PLASTICS 


modules made with Monsanto Lustrex Perma Tone Styrene have 
given years of service as a dramatic and effective source of light in If you would like additional data on 
hundreds of buildings of all types—both new and old. Lustrex Perma Tone in lighting, and 
: the names of manufacturers of fix- 
In major renovation projects, these lighting installations are an tures molded of Lustrex Perma Tone, Monsa nto 
economical and easy way to brighten up dark corners with strong, send coupon below to Monsanto 
yet softly diffused illumination. Over-high ceilings can be brought Chemical epee: oes, —_ 
down and unsightly beams and pipes can be masked behind a ceiling sion, Room S16, Spriaghen 2, Sam. 
of bright new beauty. In new construction, lighting installations made 
with Lustrex Perma Tone give you a highly flexible means of creating ae 
unique decorative effects and accounts. MONSANTO CHEMICAL COMPANY, Plastics iii 


Room 818, Springfield 2, Mass. 
Fixtures made of Lustrex Perma Tone deliver uniform surface 


brightness and excellent color stability. Exceeding IES-NEMA joint 
specifications for ultraviolet light stabilized styrene, Perma Tone 
assures the whitest of whites or a wide range of molded-in clear, 
permanent colors. Dimensionally stable, they are also light in weight 
for easy handling, installation and maintenance. To make sure you 
get this combination of performance at an economical cost, specify 
installations made with Monsanto Lustrex Perma Tone, 


Please send me comprehensive report on general-purpose and impact Lustrex 
Perma Tone Styrene, and other data on styrene in lighting. Also list of manu- 
facturers of lighting fixtures of Perma Tone. 


NAME 





COMPANY 





ADDRESS 





eee | 


CITY 
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PLAY SCULPTURE 
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eLOW COST, WHITE: 


ae Se 


ROOFING AGGREGATE’ 


CRYSTALITE 


Bondable, Whitest White 
Highly Reflective Marble 


(cuts air conditioning expense) 


Sparkling white Crystalite makes a beautiful built-up roof—yet 
costs very littte~more than the cheapest aggregates. Crystalite is 
approved for bonding by leading roofing material manufacturers. 
Crystalite is a hard, nonporous limestone marble. 

It will not crumble, 

deteriorcte or 

change color. Because 

of its heat reflective 

properties, air conditioning 

expense is greatly reduced. 

Crystalite, clean, dry and ready 

to usé, also saves on handling expense. 


Xx . —/ - 
’ oo” _ 
* ela. , 7 Pet 
; ? 


vt ~~ Write for Complete Information, Samples and Prices 


BLACK WHITE LIMESTONE CO. 


~ Front and Eighth Streets, Quincy, Illinois 


g ON - » : ¥ — "As 


La Salle College Science Center, Philadelphia, Pennsylvania— Architects: Nolen & Swinburne 
Contractor: McCloskey & Company. Supplier: Fred Boschan Company, Inc 











ee SAPPHIRE ey pererson 


perfect window complement to 
modern architectural styling 


The Sapphire Aluminum Rolling Window by Peterson is 
recognized as the ultimate in fine fenestration for commercial 
buildings, institutions and thoughtfully- planned residences 
throughout the architectural field. 


Clean, linear styling . . . smooth, effortless operation on 
permanently lubricated, corrosion-resistant ball bearing rollers 

. rugged, lasting construction . . . maintenance-free service 
life. These are just a few of the many reasons for the Sapphire’s 
wide acceptance by architects, as well as by builders and 
owners. 


Famous Peterson attention to design and production detail 
assures positive weather protection. Air infiltration in the 
closed position tests to .36 cubic feet per minute per foot of 
sash perimeter when subjected to a pressure equivalent to a 
25 mph wind. This is better than twice the performance 
recognized by national standards. 

The Sapphire is supplied in vent heights to 6’6” and widths 
to 10’ with single, double or sealed insulated glazing. It is 
also available in curtain wall construction in single or multi- 
story units. Write for complete dimensional and structural 
details today. 


PETERSON \-« 
WINDOW CORPORATION 


706 LIVERNO/S AVENUE * FERNDALE 20, MICHIGAN 
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julouscr ew paint ‘ealled 





A- PRODUCFOOR-PLEXTONE RESEARCH 


% 


It creates a lace-like metallic pattern of silver or gold over a wide 
variety of giamorous new decorator colors... 


an exciting effect previously available only in the most expensive 
wall papers...now possible with paint at a fraction of the cost!" 


= a 


Your painting contractor applies MetaLace... quickly, easily 
inexpensively for long lasting beauty. 


_Zone— 


Mail coupon for details on this unique new. paint product 


2 4 ‘ 
, Sees. 
PS & UPI B.. Corporation of America 


2126 McCARTER HIGHWAY, NEWARK 4, NEW JERSEY 


E BLVD., LOS ANGELES 34, CALIF 


Please rush color chips & complete data on new METALACE paint. 


PLEXTONE Corporation of America 
2126 McCarter Highway, Newark 4, N. b. 
Title (or occupation) 


Company 
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lf there is evera better flush valve...its name-will be 


, 
by 
y 


bee 
¥ 


AN FLUSH VALVES 


SLOAN VALVE COMPANY +4300 WEST 





>) OYAN\ 


Continuing research by 
SLOAN for more than 50 
years has madethe ROYAL 
Flush Valve the standard 
by which all other flush 
valves are judged. Prod- 
uct improvements—such 
as no regulation, non- 
hold-open, inside cover, 
segmented rubber dia- 
phragm, parts of Du Pont 
Delrin*—are made only af- 
ter years of thorough field 
testing. Thus, long lasting, 
low maintenance perform- 
ance is the result of excel- 
lencein engineering andre- 
search, This is the bonus 
of quality you expect, and 
receive, from SLOAN. 


LAKE STREET + CHICAGO 24, ILLINOIS Se 
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Editorial 


Philadelphia 
and vision 


On April 24 to 28 the American Institute of Architects, the chief profe-- 
sional body related to the art of building, wili convene in Philadelphia to 
discuss “redesigning urban America.” Today this seems natural. In 1956, 
when this magazine proposed a convention on this subject, perhaps it was 
premature. Ten years ago it would have seemed visionary. Anyway, Presi- 
dent Will and the A.I.A. are right, and are to be congratulated. 

As for Philadelphia, way back in 1947 it treated itself to a wonderful 
show on the future of the city (FoRUM, Dec. ’47). Gimbel’s department 
store gave the space for the exhibit to the indefatigable architects of the 
local A.I.A. chapter. There were, of course, people then who thought that the 
businessmen backing this move were premature, that the architects making 
the giant models were dreamers, and that this magazine in devoting so much 
space to it was unbalanced. Not so. Cities were beginning to have to move, 
though only the leaders yet knew this. Two years later Congress passed 
Title I of the Housing Act of 1949, and thereby enacted the first, epoch- 
making, urban renewal legislation. At last Philadelphia and other cities 
had a major usable tool for steady redevelopment operations. The “redesigi 
of urban America” was on the way. 

Doubting Thomases yield hard. Despite the manifest devotion of all 
the Philadelphia architects who put on the 1947 show—Stonorov, Bacon, 
Kahn, Kling, and many others—FORUM kept hearing that “architects could 
not possibly be interested in that kind of blue-sky stuff,” anyway not rank- 
and-file architects. Nevertheless, FORUM settled down to regular treatment 
of the urgent city subject. Mayor Dilworth of Philadelphia, successive 
planning commissioners, and Planning Director Edmund Bacon must have 
heard equally assured statements that businessmen could not possibly care 
for urban renewal either. Wrong again. Now businessmen are with it ail 
the way across the nation. 

Philadelphia’s businessmen have gone so far as to create an exemplary 
redevelopment corporation; Philadelphia’s central business district stands 
visibly transformed; other big transformations are under way elsewhere 
all through the city. 

Break-throughs seldom come singly: one leads to another. Urban renewal 
has been followed by the discovery (heavily shared by this magazine, see the 
l’ebruary issue) of the importance of rebuilding; and also of the importance 
of having cities and suburbs solve their problems together (FORUM, Jan. ’61). 

All these “visionary” moves result ultimately in construction activity 
involving billions upon billions of dollars. Urban renewal adds several billion 
construction dollars a year, and rebuilding—which must soon become an 
organized effort—involves more billions annually than all new houses do. 
There still remain Doubting Thomases who regard these latest break- 
throughs of imagination as “visionary.” But most architects, builders, and 
manufacturers in the building industry are bold by nature, not picayune; 
all they need is good leaders, like the Philadelphia folks. The Doubting 
Thomases will be on board in the end, no doubt declaring that they did it all. 
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Che familiar face under the jaunty hat (in front of an equally jaunty and famous roof) is. 
of course, that of Charles-Edouard Jeanneret, better known as Le Corbusier and generally, 
nowadays, referred to as “Corbu.” Incredibly, Le Corbusier is now 73 vears old. He is also. 
in the opinion of most of his 1 


peers, the world’s greatest living architect. 


This opinion is being given tangible expression this month in Philadelphia, 
I 


where Corbu 

will receive the Gold Medal of the American Institute of Architects. But Corbu’s importance 
to the architecture of our time is given even more tancible recognition every single day in 
every part of the world: for there are very few modern buildings completed nowadays— 
whether in New York, Bangkok, Berlin, or Rio—that do not owe a significant debt to the 
vastly resourceful work, over the past 50 years, of this remarkable innovator. 
In recognition of this fact, the editors of FoRUM are I 


roud to devote a major portion of the 
present issue to his work. 
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The contribution of Le Corbusier 


Corbu is not only an architect and city planner; he is also a leading modern 
painter and sculptor, a passionate pamphleteer, an incisive writer, and a surpris- 
ingly lyrical poet. But the most significant body of his work is in architecture 
and city planning; and in these areas he has shown a consistency and single 
mindedness almost unknown among artists since the Renaissance. 

Three specific objectives have dominated his work: first, the creation of forms 
and spaces characteristic of our time; second, the development of a vertical city- 
in-a-park and the solution of problems posed by such a city; and, third, the 
establishment of a flexible system of proportions in architecture and planning. 
Corbu has pursued these three objectives for half a century. In the course of this 
search his idiom of expression has changed frequently, his fundamental objectives 
never. The next 20 pages are devoted to Corbu’s three basic preoccupations. 
New forms and spaces. Cézanne once said that everything in nature 1s formed 
according to the sphere, the cone, and the cylinder. To this trilogy, Corbu added 
the cube, and then substituted the word “architecture” for “nature.” 

Le Corbusier’s early architecture was pure “machine art’—compositions of 
cubes, spheres, cones, and cylinders, all very smooth and polished. But sometime 
in the thirties, “organic” forms began to interest him—the forms of plants, snails, 
pebbles, and rocks. Today, his work has a richness of form and of texture far 
removed from the sleekness he and others practiced in the twenties. But the 
basic preoccupation remains: the search for bold and simple forms, clearly man- 
made, raised up to be silhouetted against the sky; the search for tall, dramatic 
spaces of many levels that reflect the discovery of something new—the things that 
happen to a space as one moves through it; and the ‘search for more plastic forms 
and spaces stimulated by new techniques in engineering. 

A new kind of city. Corbu has designed some 30 or 40 vertical cities to date, 
and he is in the process of building the center of one of them—Chandigarh, capital 
of the Punjab. While most of his vertical-city projects remained on paper, he was 
able to build a number of tall, individual buildings that demonstrate three aspects 
of the vertical city which Corbu considers important: first, the stilts (or pilotis 
which raise most of his buildings off the ground to permit unobstructed circulation 
at pedestrian level; second, the roof garden which recaptures, several hundred feet 
ip in the sky, some of the park space lost to construction at ground level; and, 
third, the free and varied facade which introduces a rich texture into the great 


“walls” that shape the outdoor “rooms” of Corbu’s new townscape. 


And a new system of proportions. From the start, Corbu has been interested 
in dimensional coordination to permit the mass production of building parts. But 
he was never satisfied that such coordination must mean monotonous repetition of 


identical units. Instead, he tried to develop a proportional scale of related dimen- 


sions, which would make standardization possible—but would still permit much 
freedom of choice and of effect. His Modulor scale, formalized in the years jafter 
World War II, is the culmination of this effort. 


Le Corbusier’s work has been prolific to a degree that staggers the imagination. 
He has designed every kind of building, every kind of city, automobiles, boats, 
monuments, even mountains. The grilles, space frames, arches, vaults, storage 
walls, prefab kitchens, suspended stairs, form-fitting furniture, et cetera, that are 
hailed as “radically new” today were designed and often built by Corbu in the 
twenties and thirties. The work on the following pages is a mere sampling of one 
of the most creative minds of our times. 


Opposite: the great portals to the High Court building at Chandigarh, completed in 
1956. The human s s deliberately denicd in this portico to achieve monumentality. 
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LE CORBUSIER 


New forms 
and spaces 


New drama. When one speaks of “time” as a “new dimension,” it is to say 
that three-dimensional spaces in architecture acquire a special quality when one 
moves through them. Corbu has long been aware of this quality of space in motion, 
and his tall rooms, with projecting galleries at many levels, are a significant part 
of his personal vocabulary. The great, open ramps that connect different levels 
within the High Court at Chandigarh (below) turn the prosaic climb from one 
floor to the next into a drama of changing views and changing light 
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New spaces. Quite often, Corbu gets his spatial effects by carving a void out 
of a seemingly monolithic structure, and then making that void a lively and some- 
what theatrical space by filling it with sculptural accents like stairs and balconies, 
all played upon by streaks of sunlight. In the Millowners’ Association building at 
Ahmedabad, India (above), a ramp leads up into a kind of outdoor lobby that 
seems to have been carved out of the mass of the building. This lobby then becomes 
an airy stair tower, interrupted by bold cantilevers of concrete. 





New forms. Sharp-edged, geometric forms, like pyramids and conical sections, 


have been a characteristic part of Corbu’s vocabulary from his earliest paintings 
to his latest details in rough concrete and stucco. The oval splash basin at the 
southwest end of the High Court building at Chandigarh (below) catches rain 
water from a concrete scupper above, and conducts this water through a shallow 
canal into large reflecting pools in front of the building. Yet this menial function 
has been turned into a sculptural performance, vaguely reminiscent of the early 
astronomical instruments of stone found in many parts of India 
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New structures. [n the early thirties, Le Corbusier expanded his vocabulary of 
forms beyond the pure geometric to include more curvilinear, or organic, shapes 
as well. His motivation was not only a renewed interest in natural forms, but also 
a readiness to use the new possibilities of advanced engineering. The roof of the 
chapel at Ronchamp (above) is built like an airplane wing: two membranes of 
concrete, with vertical stiffeners between them. The Philips Pavilion at the 


3russels Fair (below) is a series of hyperbolic paraboloids. Corbu designed his 
first suspension structures and space frames just before World War II. 





LE CORSUSIER 


at the Couvent de La Tourette, near Lyon; and opposite is the 


New walls. Le Corbusier understood from the start that a concrete- or steel 
frame structure could liberate not only the plan, but also the skin of a building. 
Unlike others who liked to drape monotonous graph-paper patterns over their 
building frames, Corbu tried to make his nonbearing walls a free and lively 


composition of solids and voids. Below is a typical concrete and fixed-glass detail 


famous wall at 
Ronchamp. Over the years, Corbu added another dimension to his free fagades— 


texture. For these new walls are of béton brut, or “reconstructed stone,” as he 
likes to call his kind of rough concrete; and the proportions of the openings are 
governed by the Modulor scale. 
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New volumes. Throughout Le Corbusier’s work, the “pure prism,” as he calls 
it, is a recurring theme: the rectangular form, raised up, generally, on stilts, and 
thus sharply silhouetted against the sky. This pure prism has undergone man) 
variations in detail. At the right, it is the top of a bell tower at the Couvent de La 
Tourette; below, it is the complete form of the new museum in Tokyo; and on the 
opposite page, it is the museum for the cultural center of Ahmedabad. But regard 
less of function or scale, the uplifted cube is symbolic of Corbu’s concept of archi- 
tecture and nature: architecture being a man-made thing, raised above the land- 
scape so as not to interfere with its natural formations, and living with the trees, 
hills, and skies in a complete and respectful harmony of contrast. 
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CHANDIGARH 


A new 
kind of city 
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Le Corbusier likes cities; he basically is an urban type. Even his famous 
Modulor figure has been dubbed a subway strap-hanger.) When Corbu first visited 
New York, in 1936, he returned home with numerous startled impressions, among 
them: “...the skyscapers...a thousand feet high! That is an event in the history 
of architecture—an event of psychophysiological importance....1 cannot forget 
New York, a vertical city, now that I have had the happiness of seeing it.” 

Yet any great architect must be a realist, and Corbu was one of the first to see 
the dreadful trouble modern cities were building themselves into. (‘“Manhattan is 
so antagonistic to the fundamental needs of the human heart that the one idea of 
everybody is to escape. ...In New York the skyscraper is only negative. It has 
destroyed the street and brought traffic to a standstill....”) Back in 1922 he pro- 
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luced a theoretical plan for Paris which has been one of the most recurringly 
influential of his 


shrewd visions. He is also one of the few people who has brought 
irban design i 


nto individual buildings, in the ways shown on the next six pages 
and in his impressive 


roster of large urban buildings, above. To achieve this, he 
has been not only anti-horizontal in his thinking, but positively pro-vertical, making 
each of his tall towers a self-contained city in itself, with shops, recreation 
and views. Three of the methods he has used toward these 
ends are analyzed on succeeding pages: his roofs, pilotis, and spacing 


facilities, gardens 
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AHMEDABAD 


CHANDIGARH 


Plazas in the sky. To Corbu, the city is a three-dimensional organism: the space 


lost to the construction of tall buildings at ground level must be recaptured at the 
level of the roof. Here he creates private parks, playgrounds, plazas, and the like, 
quiet and far removed from vehicular traffic. These plazas in the sky are often 
places of singular enchantment: not only will there be benches and screens, but 
also terraces on many levels, concrete “‘hills’’ for children to climb, and pools for 
them to splash about in. By surrounding these plazas with high parapets, Corbu 
takes care to block out all views except those of distant landscapes. 
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Pilotis. The legs on which Corbu sets his tall boxes of offices or apartments have 


always been more than mere exercises in structure. They characterize their build- 
ings—and also Corbu’s periods; from slim stems in the earlier days (when the 
buildings were close to being cubist expressions of industrialism) they have 
evolved, gaining weight, into the burly concrete shapes of the more recent Corbu 
architecture. They are an emphatic way of giving a large plain structure muscle 
left, facing page), and the muscle is exposed where it is most in use. 
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CORBUSIER 


Relief model, right, and partial eleva- 
tion, below, shows 1. Secretariat, 2. As- 
sembly, 3. Governor's Palace, 4. Sculp- 


ture—The Hand, 5. High Court, 6. Pool, 


». Constructed mound, 8. Parking. 
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New heart, new circulation. At Chandigarh Le Corbusier is sinking the principal 
roads into the plain, thus making open-roofed tunnels of them, to preserve the 
ground level of the city for the pedestrians. At the cére of his new creation, he 
deliberately is spreading this pedestrian space lavishly in majestic areas among 
the mighty pieces of architecture. Special features of these spaces are large pools 
(below) in the Indian tradition, and great sculpted mounds (model air view, facing 
page). Architect Paul Rudolph, who visited Chandigarh last summer, reports: 

“One approaches the capital group across a great plain, with the mountains rising 
out of that plain. The first sight of the buildings is the Secretariat on the left 
hand, sitting at right angles to the mountain range. In every way it opposes the 
mountains: the angled stairway, the ramp on the roof, the projecting viewing 
stand—all of these angles are obviously and carefully conceived to oppose the 
receding angles of the land masses. 

“Slowly one becomes aware of what appear to be foothills among the buildings 
themselves, but these subsequently prove to be man-made hills rising out of the 
plain. Their scale is immense; this is sculpture. These man-made hills are as 
important to the siting as the buildings, and are indeed an integral part of the 
whole complex. One is not aware that the buildings ave still on the plain. The 
artificial hills obscure the view at first of the High Court building, and they also 
define the limits of the entire site as well as shutting off the major part of the 
city of Chandigarh when one is in the governmental complex. Indeed the relation 
of the buildings to the site—also, the manipulation of the site in terms of the 
various levels of both the geometric depressions and the irregular hills—is unsur- 
passed anywhere at any time. You think you are on the face of the moon. In a 
sense it becomes one great horizontal plaque. Most of the sunken automobile 
accesses are not yet there, but the intent is clear. 


“As time goes on I am sure that every man will understand the importance of 
Chandigarh; people will go there as they now go to the Piazza San Marco. They 
will go not because of any individual building but because of the relationship 


of buildings to site, the environment created, the aspirations of man realized. It is 
the only grouping of the twentieth century of which I know that makes any sense 
whatsoever, undoubtedly the century’s greatest.” 


ASSEMBLY (nearing completion) 
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A new system 
of proportions 
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Corbu’s first houses, in the twenties, were proportioned according to the ancient 
“Golden Section.” In the years since World War II, he perfected his own Modulor 
scale—a system of related proportions, all based upon the dimensions of an average 
human figure, with upraised arm (below, left). “I am, in principle, against 
modules when they curtail the imagination,” he said. “But I believe in the absolute 
nature of a [poetic] relationship. And relationships are, by definition, variable, 
diverse, and innumerable.” The significance of the Modulor scale is that it is not a 
“modular” system of identical units, monotonously repeated, but a family of num- 
bers that can be used with great flexibility to solve almost any problem from the 
dimensioning of a civic center to the dimensioning of a bathroom window. In a 
mass civilization, Corbu feels, it is necessary to lay down rules that will “make 
the bad difficult and the good easy,” as the late Albert Einstein put it to him 
The walls of the Secretariat at Chandigarh 


(above) and of the Couvent de La 
Tourette (below 


were given variety and unity through the Modulor rule 
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New fenestration. Each man in Corbu’s drafting room has a list of two col- 
umns of ten numbers, each, pinned up on the wall next to his table. According to 
Corbu, these ten pairs of numbers are all that is required for the use of the 
Modulor scale in practice. The two systems of fenestration shown here demonstrate 
the great flexibility of the scale: the slot windows at Ronchamp (above) make a 
tense, abstract pattern of light and shade, oddly in balance despite the great 
variety of openings; the vertical window divisions at the Couvent de La Tourette 
(left) set up a “vibration” (as Corbu puts it) that makes the whole facade 
shimmer like ripples in a pool. 
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A special message 
from Prime Minister 
Jawaharlal Nehru: 


New monumentality. The High Court at Chandigarh is Corbu’s Parthenon; and 
like the proportions of the original Parthenon, those of the High Court build- 
ing are extremely subtle: although the main facade is divisible into five identical 
squares (left), the actual division is quite irregular and free, to emphasize some 
parts of the structure and play down others. However, the five squares do establish 
the basic monumentality of the building, for each square measures 70 by 70 feet. 
This monumentality—especially noticeable in the full-height entrance portico—is 
suitably in keeping with the majestic backdrop provided by the Himalayas (below ) 
At the same time, the powerful building is quite intimately scaled to the human 
figure when seen at close quarters (opposite): this is so because the monumental 
facades have been broken down into small-scale patterns of irregular, concrete 
sunshades that protect the glass walls behind them. These sunshades, as well as 
other dimensions experienced at close quarters, were scaled according to the 
Modulor, and thus according to the human figure. 

Nearly 40 years ago, Le Corbusier wrote: “For 2,000 years, those who have 
seen the Parthenon have felt that here was a decisive moment in architecture.” 


And he added: “We are now at a decisive moment.” The quality of Le Corbusier 


is in the decisions he made when that moment arrived for him. 


JAMES BURKE LIFE 


“To the editors of ARCHITECTURAL FORUM: 

“India has many famous ancient cities and buildings. Among these 
reminders of the past, there now stands a new and utterly different, grow- 
ing city—Chandigarh, which is, in the main, the creation of the famous 
architect, Le Corbusier. 

“Some people, who are too much attached to old forms, have not appre- 
ciated these new and rather revolutionary designs. 

“T think, however, that Chandigarh is a great creation, which has already 
powerfully affected Indian architecture and brought new and fascinating 
ideas to our architects and town planners. 

“IT send my greetings to M. Le Corbusier.” 
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Building resumes its upward trend 


Revised Forum forecast 
for 1961 indicates that 


general increase in build- 
ing construction will more 
than offset sluggishness 
in house construction. 


BY MILES L. COLEAN 


tf CONSTRUCTION 


Six months ago FoRUM’s 1961 forecast 
indicated that construction activity 
would reverse the downward trend of 
1960 and surpass the record set in 1959. 
This forecast still stands despite the 
faltering pace of house construction 
and the general business recession 
which has characterized the months 
since the original prediction was made. 
This year’s total construction expendi- 
tures will be somewhat smaller than 
first anticipated, of course, but still im 
They will 
billion, up 4.2 per cent from last year, 
and 2.3 per cent above the 1959 level. 

The breakdown of this 


pressive. aggregate $57.5 


figure is 
presented at the right in a new format 
which shows the outlook for each of the 
three broad classifications of construc- 
tion (building, house, and “other’’) 
and for each kind of building in the 
first classification. This building con- 
struction classification, the biggest of 
the three, will also fare the best in 
1961; it is expected to total $21.1 bil- 
lion by year-end, up 6.4 per cent from 
the 1960 level. On the other 
house 


hand, 
construction (one- and_ two- 
family dwellings) will advance only 
2.4 per cent, and other construction 
(principally highways, power and pipe 
lines, sewer and water systems, farm 
structures, and military facilities) will 


increase only 3.6 per cent. 


Building Within the 
building classification, the biggest dol- 


construction. 


lar increase is expected in the educa 
tional field. Here substantial gains in 
both private- and public-school and 
college construction will raise the total 
for this kind of building to $3.7 billion, 
up $325 million, almost 10 per cent 
above the 1960 level. Other substantial 
dollar increases are expected in both 
the office and mercantile categories of 
commercial building (up $378 million, 
about 10 per cent) and in the construc 
tion of apartments (up $146 million). 

The 5.4 per cent increase in apart- 
ment construction, to $2.9 billion, will 
be entirely financed by private funds. 
Despite the talk of a much increased 
public housing program, it is doubtful 


that federal measures adopted _ this 
year, whatever these may be, will do 
more than hold multifamily public 
housing at its present annual rate of 
about $300 million. Combined public 


and private financing will produce 
about 225,000 apartment dwelling units 
this year, 25,000 more than last vear. 

All other types of buildings will par- 
ticipate to some extent in the general 
increase forecast for building construc- 
tion. Religious buildings will be up 1.7 
per cent; 


hospital and institutional 


buildings, up 7.3 per cent; social and 
recreational buildings, up 4.7 per cent; 
hotels, motels, and dormitories, up 7.8 


per cent; public administrative and 
service buildings, up 18.4 per cent; and 
industrial building, up 0.6 per cent. 
The relatively small increase pre 
dicted for industrial building is not 
surprising, for it has already reached 
a high level of activity. This kind of 
building last year made the biggest 
peacetime advance in history—36 per 
cent reaching a level of $3.3. billion 


which will not be easily exceeded 
during the next few years. 

Private financing will account for 
$14.6 billion, or more than two-thirds 
of the building construction total, The 
$6.5 billion balance will be financed by 


local, state, and federal governments. 


House construction. Although the con- 
struction of one- and two-family houses 
is expected to be a little better this 
year than last, the sales market seems 
to have entered into a phase which is 
likely to result in a sluggish volume 
for several years to come, The basic 
causes of this are: 1) the low rate of 
growth in the number of families in 
the 25-to-44-year age bracket which 
has customarily provided the bulk of 
the home buyers, and 2) the high ratio 
of home ownership (about 58 per cent) 
already attained by families in this age 
bracket. (The large increases in both 
the younger and older households will 
help the apartment market more than 
the house market.) Beginning from the 
low base of 1.2 million private nonfarm 


houses started in 1960, the volume in 
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Private 


BUILDING CONSTRUCTION 
industrial 
Offices and warehouses 


Stores, restaurants, and garages 


Religious 
Educational 
Hospitals and institutional 


Social and recreational 


Public administrative and service’ 
Apartments? 


Hotels, motels, and dormitories 


All other* 


AND FORECAST (expenditures 


$2,861 
2,072 
2,000 
1, 


685 


Private 


$2,900 
2,250 
2,200 
1,050 
625 
625 
700 


550 
,000 
715 


TOTAL BUILDING CONSTRUCTION 
TOTAL HOUSE CONSTRUCTION? 5 
TOTAL OTHER CONSTRUCTIONS 


313,804 
18,700 
6,425 


$19,867 $14,615 


18,966 19,150 


16,340 6,585 


TOTAL CONSTRUCTION 


Excludes all farm construction 


1 
2. Mainly public office 


buildings but also post 


fice s, courthouses, prisons, etc. 


Buildings containing three or more dt elling 
units. 
4. Includ: -. 


pitals, animal hai 


tations, terinary hos 


S, gree nhouse 
transportation matort 


ums, heat 


ing plants, s, etc., plus ForRUM’s 


1961 can hardly be expected to exceed 


1.3 million units. 


Other construction. Embracing a wide 


range of structures other build- 


including ll 
farm structures, this classifi- 


than 
and houses 


kinds of 


ings and 
cation of construction will account for 
$16.9 billion of expenditures in 1961, 
about 3.6 per cent more than last year. 
Highway work will comprise the big- 
gest part of the total 
will 


Almost as 


. 


($6.2 billion) and 
(6.1 


in dollar volume, pri- 


increase the most per cent). 
big 
vately financed public utility projects 
will increase about 3.5 per cent. Only 
farm construction (which will amount 
to about $1.3 billion) is expected to fall 
off from last year, and only 2.2 per cent 
at that. 


As in the past. about three-fifths of 
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$38,929 


$16,244 $55,173 $40,350 


estimate of the amount of building construction 


(such as power plants, terminals, 
shops, pumping stations, etc.) 
usually reported in the Census Bureau’s pre 


dominantly 


barracks, 
maintenance 
nonbutlding categories—see foot- 
note 6. 

5. One- and two-family nonfarm dwellings. 

6. Includes kinds 


ind pub- 


farm construction of ail 


amounting to $1.2 million in 19¢ 


the activity in the “‘other” construction 
field will be financed. Farm 
public utility work 
counts for most of the balance. 
The outlook for construction this 
year is in marked contrast to last year’s 
behavior. Whereas 1960 was a year of 
strong cross-currents in 


publicly 


and private ac- 


construction 
activity (house construction was down 
about 10 cent while industrial 
building was up 36 per cent) and the 
first year since World War II to suffer 
a decline in total construction expendi- 
tures (1.8 per cent), 1961 promises to 


per 


be a year of modest general improve- 
ment. Barring an unforeseen interna- 
tional crisis, a sharp rise in costs, and 
failure of the recession to “bottom” by 
early summer, three basic assumptions 
which underlie FoRUM’s forecast, it 
seems likely that construction expendi- 


in millions of dollars) 


INCREASE 
1960-61 


on 
o.2 os 2 F 2 2 = 
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a 


ew 


$21,145 
19,420 


16.935 





$17,150 $57,500 


lic utility, military, highway, sewer and water 
and public service construction, excluswe of 
the amount of this kind of construction esti- 
mated to be for buildings of various kinds— 
see footnote 4. 


All categories include major alterations and 
additions. 


Source: Estimates by Miles L. Colean based 
tf 


on figures collected by the Census Bureau. 


tures in 1961 will exceed those of all 
previous years and that the industry 
will work its way back to the long-term 
upward trend line established during 
the fifties. 

This revised forecast takes into ac- 
count the fact that the industry’s rec- 
ord during the first two months of 1961 
was not impressive. Preliminary figures 
for January and February indicate 
that house construction was down al- 
most 12 per cent from the correspond- 
ing months of 1960, that all kinds of 
building construction were up by mar- 
gins ranging from 7 per cent for com- 
mercial to 15 per cent for industrial, 
and that the total 
changed. However, as weather and 
economic conditions improve, future 
months are expected to make up for 
this slow start. 


was almost un- 





Criticism The ambivalent Coliseum may have 
faults, but they cannot ruin its gift of 
soaring, luminous Space. sy attan TEemKo 


9 At nightfall, when the rich green Oregon countryside 
Portland Sony great goes dark, Portland’s recently dedicated Memorial Coli 
seum—a great cube of light on the east bank of the 

“ Willamette—glows like a civic beacon in the heart of the 
hall of olass regional metropolis (1). As an expression of vitality in 
a city which, since pioneer days, has curiously lacked 

gusto, the Coliseum is a rousing success. Virtually every 

evening, after the lights go on within the tremendous 

walls of glass—revealing the powerful form of the oval 

arena curving freely through the luminous interior space 

-the crowds converge from every part of the city to fill 
the 9,000 seats during basketball and hockey games and 
make the immense structure resound with partisan 
cheers. When no sporting event is scheduled, they still 
come by the hundreds to skate or dance. A few times 
each month a stage is erected at the end of the oval 
extra seats and bleachers re installed, and a capacity au 
dience of 13,500 applauds a musical show. 

Never before has bland Portland possessed such an en 
livening social resource. It belongs not only to the new 
age of mass leisure, but also to a new architectural era 
of vast, unobstructed spaces, exhilaratingly free in them 
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selves, multipurpose in function, and in a profound es 
thetic sense, liberal in concept. The transparent Coliseum 
is candidly open to the world at large. 

Never before has Portland enjoyed a structure of such 
spectacular strength. Not even Pietro Belluschi’s suave 
but very direct Equitable Building of 1948, the first of 
the postwar * 


‘skin-and-bones” towers and still the city’s 
finest large building, approaches the Coliseum’s prodi 


yious masculine vigor. Only four massive concrete col- 
umns support the 360-foot-square roof (2); and when 
the building is illuminated, the immense ceiling floats in 
light above the oval bowl, which rises like an enormous 
sculpture out of the spacious concourse. Seen like this 

at its festive nocturnal best, when the vivacious crowd 
provides indispensable human scale—the Coliseum must 
be considered one of the stirring glass-enclosed arenas of 
the world. 

Yet in the harsh light of day, although the Coliseum 
remains a strong and even formidable building, it per 
ceptibly loses force and grandeur (3). What had seemed 
an extremely large and dynamic structure at night ap 
pears considerably diminished and subdued at noon 
Viewed from a distance, in the context of a rather for 
lorn urban riverscape, the building is a sharply defined, 
but severely contained, horizontal box of elegant gray 
glass, capped with an unexpectedly heavy and smooth 
white lid (which went quite unnoticed in the dark 
If the interior volume still may be reckoned to be tre 
mendous, the building’s crystalline transparency never- 
theless has vanished. For the glass curtain wall—all 
80,000 square feet of it—turns almost opaque, as do 
most glass surfaces unless seen directly against the light; 
and within the shadowy depths of the interior, except at 
close view, the splendid form of the oval is difficult to 
discern. 

This daytime reduction in scale and mood, moreover, is 
accompanied by a disconcerting change in proportions. 
Che 22-foot-deep and featureless roof fascia, which gives 
no indication of the steel trusswork it conceals, seems to 
crush the elevations. This unfortunate effect might have 
been rectified by a strong base, but the main facade, high 
on the sloping site, has no base at all; and on the other 
sides of the building, where the fall of the land exposes 

recessed basement, the indentation looks strangely like 
a toe space at the bottom of the 80-foot-high walls (4). 

Outsized as the fascia may be, its neutral off-white 
surface of acrylic overlaid plywood seems insubstantial 
in so large a monument. This is the first sign that the 
Coliseum, distinguished as it is in many respects, has 
been badly compromised by false economy, lack of vision 
on the part of the lumber industry, and other disheart 
ening factors which affected the design. 

Indeed, when the ill-starred history of this imperfect 
monument is pondered, it seems remarkable that Port- 
land. got so good a building at all. As the architects, 
Skidmore, Owings & Merrill, have laconically observed: 
“The problems encountered ... were many and complex.” 

In fact, they were almost maddeningly vexatious. Al- 
though SOM recommended an inexpensive, spacious, and 
otherwise admirable site in the urban renewal area on 
the opposite (and more appropriate) side of the Wil- 
lamette, the voters were induced to choose instead a 
cramped location which provided inadequate parking, so 
that the Coliseum stands hemmed in by a skimpily land- 
scaped expanse of blacktop. The small site severely com- 
pressed the architectural program also, with the result 
that a large exhibition hall, originally foreseen as a 
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separate building, has been consigned to perpetual dark- 
aess beneath the parking lot. Other public rooms have 
been relegated to the almost equally forbidding basement 
of the arena. Lack of money, as well as want of space, 
caused these programmatic changes, for this bad site 
had the additional disadvantage of costing $1.9 mil- 
lion, or nearly one-fourth of the bond allocation of $8 


million. This led to the cheapening of the entire project. 
Designs one, two, and three 


After these setbacks the architects turned to the de 
sign of the arena, but again they encountered frustrating 
difficulties. The firm’s gifted structural designer, Myron 
Goldsmith, was assigned to the job, and SOM thereupon 
gave Portland the opportunity to erect one of the purest 
and most powerful arenas of the twentieth century, This 
great building would have been a circular structure of 
prestressed concrete, 360 feet in diameter (5S). Its 
catenary roof, given the pattern of a gigantic abstract 
chrysanthemum (6) by petal-like, precast elements, was 
to be hung from a compression ring supported by 8&0 
foot-high X-frames. A circular bowl and surrounding 
concourse were to be sheltered by this magnificent roof. 

The design was rejected. No one had anticipated the 
objections of the lumber industry, which exerts an un 
derstandable influence in forested Oregon, and which de 
manded a wooden structure as a showcase for its wares 

Although Goldsmith took no further part in the pro 
ject, other SOM designers produced a brilliant new con 
cept in wood (7). Fundamentally this was the concept for 
a glass-walled, Square structure containing an oval bowl 
that was carried out in the completed Coliseum, except 
for one all-important feature: an extraordinary “delta” 
roof of 12 huge, triangular wooden plate trusses which 
was to have crossed the width of the building and ter 
minated in richly expressive fascias (8). A pair of 
cross-beams was to have passed beneath the trusses at 
right angles, and these in turn were to have been held up 
by four massive concrete columns—one at each corne} 
of the vast room—which remained in the final design 
This ingenious roof design, which displayed exceeding!) 
staunch resistance in design tests, would have been an 
incomparable advertisement for the technological poten 
tialities of wood. Yet when the bids came in several hun 
dred thousand dollars too high (partly because sprinklers 
were needed), neither the city nor the lumber interest: 
made an accommodation. 

One last time the structure was redesigned. The delta 
roof was replaced by an ungainly, two-way system oli 
steel trusses which taper at their cantilevered extrem 
ties (9). They cost comparatively little, but did not 
prove cheaper than the wonderful prestressed covering of 
the first design would have been. Not surprisingly, SOM 
hid this workaday steelwork with a hung ceiling; the 
roof fascia went blank. Innumerable thrifty minor 
changes were made with lamentable effect on the detail- 
ing. Portland got a ruggedly useful, but incompletely 
realized, building: in no sense a masterpiece, but in 
some respects a very significant work of architecture. 

The major significance of the Coliseum resides in th 
unique spatial organization of the interior (10). Al 
though the great space possesses almost radiant clarity 
when the sunlight pours through the curtain wall, filling 
the hollow of the bowl as well as the concourse, and 
playing over the white plane of the ceiling, this unprece- 
dented room is far from simple. If the scheme can be 
seen as a classical circle within a square, the circle is 
very far from being a blithe, predictable ring. It rises 





and falls with surging plastic vitality, exuberantly trav- 
eling through space. To control this effect of liberation, 
to provide it with the inner order which distinguishes 
true freedom from mere liberty, required a high degree 
of civilized art 

It also demanded multidimensional vision by the de- 
signers. The concept of placing a dynamic sculptural form 
within a prismatic glass cube is unparalleled, perhaps, in 
structures of this size. There are not many oblong, flai- 
roofed rooms of these dimensions in the world; and ex 
cepting possibly some hangars and industrial buildings, 
probably no rectangular structure can match both the 
transparency and the 270- and 240-foot clear spans of 
the Coliseum. Almost certainly none is borne aloft by 
only four supports 

To master this problem the architects of the Coliseun 
drew on several resources that were partly controllable: 


the calm geometry of the enclosure; the upright strength 


of the cruciform columns; the optimum seating pattern 


which governed the upward sweep of the bowl on the 
long sides of the playing surface; and, within the limited 
scope of the terrain, adroit use of the site, so that on its 


high platform the Coliseum commands an exhilarating 


panorama of the river and the towers of the business 
district on the opposite bank, and beyond, the view of 
hills lifting steeply to the west. 

None of these design factors could be controlled abso- 
lutely, of course; and in view of the impediments placed 
in the way of pure design, the architects did well. Some 
harm, to be sure, was irreparable. The great columns, 
much less clearly expressed than in the original design, 
were moved inward for economic reasons, in order to 
shorten the spans, thus badly crowding the oval where 
it needs room most, swinging through the wonderful 
corner spaces (12). 

On the other hand, some handicaps were turned to 
happy advantage, as in the case of the 85-foot-high lami- 
nated wooden mullions of the curtain wall. These, of 
course, were a concession to local emphasis on wood, but 
if the delta roof had been built, their esthetic logic could 
not be questioned. Beneath a steel roof in a structure of 
this magnitude, however, wood is less convincing, since 
steel or another industrial material presumably would 
have been competitive in price and inevitably finer in 
profile. The mullions naturally are not bearing members, 
but they do take the considerable wind load, and are 
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. : y As therefore very husky (9 by 40 inches) in section (15). 

Yet this very bulk saves them from banality, and 

greatly enriches the play of space. The accordion effect of 

the curtain walls—their varying gestures of openness, 

depending on the angle of view, as the mullions contract 

or expand—in this sheathing attains monumental power. 

The mullions have the quality of a colonnade: during in- 

termissions, when crowds throng the concourse, they pro 

vide inviting spaces, much like alcoves, for small groups 

; . The vigor of the curtain wall is especially evident as 

ESE _— vce 

— the main entrance is approached (across the crass park 

ing Jot) on the east (11). It is possible to see not only 

the eastern facade in action, but to have two, three, or 

at times all four enormous planes of glass in view simul 

taneously. One’s glance carries through surface after 
surface, and on to sun and clouds. 

On the disgracefully tiny entrance plaza—all that could 
be rescued, evidently, from the traffic engineers—there 
is an upswept canopy mounted on four tapered columns 
(14). This little pagoda was not very carefully studied 
in relation to the oval looming behind it, but in the ab- 
sence of any other sculptural adornment it serves as a 
cheerful foil for the rectangular walls. On inspection, its 
shell roof turns out to be not concrete, but wood; and 
ou Se ear gen Dae the brief play of space beneath is an intimation of the 

aialtis acai spatial drama which commences immediately inside 


Inside, a composition in motion 


Overhead, at the crest of its wide, lifting turn, the top 
of the concrete oval swoops broadly away and gradually 
downward to either side, narrowly missing the great col- 
umns, but setting the whole composition in motion on the 
swell of this tremendous movement. How well the present 


(uTHers) 


generation of architects has profited from the lessons of 
Nervi and other masters can be seen in the design of the 


7 
< 


stands, which are mounted on inclined beams that rest on 
their columns like slanting seats, so that the underside 
of the precast seating tiers makes a saw-tooth pattern 
with the long diagonal (12). Running along the top of 
the grandstand is an obviously nonstructural plaster 
housing for the black curtain which is drawn to the 
ceiling when the arena is darkened for certain events: 
a neat and almost ridiculously inexpensive answer to a 
problem which has caused most arenas to be solidly en 
closed (12 and 13). 


This arena, as one enters from the concourse at mid 





level in the stands, shows what has been missing in other 

buildings of this kind. From almost every seat there is 

a view over the high surrounding rim to the sky. On 

afternoons when the rink is filled with skating children 

and the sun shines brightly on the ice, the arena takes 

on a warm elation that is rare in stadium architecture 

Everywhere the design of the stands is admirably han 

dled. Access is easy and quick. The graphics are plain 

but clear. The spare use of color (which indicates seating 

dispositions) is sensitive. The seats are comfortable and 

z - rather more spaciously arranged than in most indoor 
3 arenas. Visibility is excellent even from the topmost 


p vid 
*A a a ¥. ay rows, and the lowest seats are high enough for a fine 
| | a1) | ee view of the playing floor. This bowl could have been 
7.) eg tE™ DN : more luxurious; it could not have been much more 
1 aie a |! 
i h ‘ Be @. 4 


4 thoughtfully designed. 
But it is above all in the ever present, ever exhilarating 
v4 _— = 7 ¢ * : expanse of space that the civilized strength of the build- 
— ' - - ing is most deeply felt. The modern architect, Eero 
as : Saarinen, has protested, has talked more and done less 
about space than did architects of previous times. One 
wonders. Here in a provincial city is a building—suitably 


continued on page 181 
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Building’s No. 1 contractor 


Behind the steady growth 
of George A. Fuller Co. is 
a smooth kind of selling, 
an uncanny sense of costs, 
and a close liaison with 
clients, architects, and 
subcontractors. 


‘ BY DAVID B. CARLSON 


In a year which is expected to establish 
new records for building construction, 
.the building contractor that has con- 
sistently headed ForuM’s directory of 
the 100. biggest is happily anticipating 
commensurate gains. Last year, the 
George A. Fuller Co. put in place an 
estimated $193 million dollars of build- 
ings, represented by a wide variety of 
projects in 29 states, An Otis Elevator 
factory in California, a laboratory in 
Pittsburgh, a missile base in Kansas, 
and a Chicago Federal Reserve Bank 
building are just a few examples of 
projects going up under Fuller’s ener- 
getic direction. Although it works on 
much heavy construction too, Fuller is 
mainly occupied with buildings, and has 
become best known for its widespread 
activities in the development and con- 
struction of the skyscraper. In fact, the 
popular image of Fuller is that of a 
skyscraper builder, particularly as the 
leader in the furious activity of the re- 
cent skyscraper boom in Manhattan. 

It is an image well earned, but some- 
what incomplete. The Fuller company 
has probably placed more well-known 
landmarks on the American scene, aside 
from skyscrapers, than any other build- 
ing company. The frieze at the top of 
these pages shows only a few of its 
best-known buildings. But, missing 
from this panoply is a structure which 
many thousands of Americans got to 
know better than any of these—the 
Quonset hut, developed by Fuller while 
it was building the huge naval air sta- 
tion at Quonset Point, R.I. at the start 
of World War IT. 


In its 79 years, the Fuller company 
has earned a reputation as a pioneer in 
building methods. This has involved not 
only new construction techniques, but 
also a business rationale that has made 
Fuller a profitable enterprise, in an 
industry where profits are frequently 
hard to come by. In the last five years 
Fuller’s construction operations have 
grossed from $4.2 million to $6.2 mil- 
lion and netted $800,000 to $1.3 million 
per year. (The postwar peak was 
reached in 1959.) With a working cap- 
ital now built up to over $7 million, 
Fuller has shown that it is possible to 
flourish in an industry that last year 
claimed 1,020 business failures, repre- 
senting $111 million in liabilities. 


A great part of Fuller’s success re- 
sults from its resiliency and its willing- 
ness to change its operations in re- 
sponse to advances in building tech- 
nology. When George Allon Fuller 
formed the company in 1882, in Chi- 
cago, contractors used their own work- 
men to do just about every phase of a 
job and frequently designed most of 
the projects as well. Fuller himself was 
an architect, a graduate of M.I.T., and 
had earned early recognition for him- 
self as construction supervisor of sev- 
eral of Manhattan’s earliest high-rise 
structures, including the First National 
Bank at Broadway and Wall. But in the 
boisterous rebuilding of Chicago, Fuller 
had visualized the contractor’s role as 
distinct from that of the designer, and 
set out to provide architects and clients 
with a full range of strictly building 
construction services. Before a decade 
had passed, Fuller’s young company had 
gained its most significant commission 

construction of Chicago’s Tacoma 
Building, one of the first completely 
steel-framed skyscrapers in the nation. 
With the erection of this building, 
Fuller pioneered the concept for the 
building team that would build sky- 
scrapers from coast to coast. Trusted 
by architects, he became a leader in 
skyscraper construction in Chicago fol- 


lowing the great fire, and his knowledge 
of high-rise construction, involving the 
use of electric hoists and a new science 
of steel fastening, secured that position. 
By the time Fuller died, at the age 
of 49, the company had grown consid- 
erably; its initial capitalization of 
$25,000 reached $750,000 in an indus 
try swarming with pygmy companies 
Today, Fuller’s capitalization stands 
at $9.4 million.) As jobs got bigger 
for instance, the Pennsylvania Station 
and its neighbor, the U.S. Post Office 
in Manhattan, both built by Fuller— 
only big companies could cope with the 
increasingly complex problems of their 
erection, and Fuller had, by World War 
I, become one of the biggest 


The contractor’s changing role 


The company 
ably be 


founder would prob- 
somewhat dismayed by the 
operations of his creation today, even 
though he started it on its present 
course when he began specializing in 
skyscraper construction. For today, the 
large contractor, although he has more 
employees than ever before, does little 
of his own work, particularly on high- 
rise jobs. As Fuller President Raymond 
C. Daly says: “Contracting today is a 
service industry,” and this concept is 
nowhere thoroughly developed 
than at Fuller whose fixed assets (land, 
buildings, machinery, and equipment 

are valued at only $649,000. 


more 


Daly means that the days when a 
general contractor owned his gravel 
pits and brickyards and hired all his 
own labor are long gone. They died, he 
says, mainly large-scale 
unionization of labor and the increas- 
ing specialization 


because of 


required in most 
building trades. As a consequence, gen- 
eral contractors today do little of their 
own work, Fuller subcontracts an aver- 
age of 75 per cent of every job, the 
exact ratio depending on the location 
and availability of specialists in the 
area. It subcontracts all of the work 
on most jobs in New York City where 
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it does only general supervision and a 
few minor trade jobs, such as having 
its own carpenters build fences around 
its building sites. Fuller long ago 
learned that well-financed, experienced 
subcontractors could handle their spe 
cialties more efficiently than could 
Fuller itself, and this is nowhere truer 
than New York, which the 
broadest range of building specialists 
in the nation. And Fuller has carefully 
cultivated its relationships with top 
subcontractors, Although Chairman 
Lou R. Crandall says ‘“‘We have no pets 
among the subs, have to be 
with any of 
that Fuller has a 
strong following of subcontractors who 


boasts 


because we 
prepared to do business 
them,” it is true 
are as large and experienced in their 
respective fields as Fuller is in general 
contracting. Fuller is noted among the 
subcontractors for prompt payment and 
fair treatment. 

Architects, who on most big jobs are 
instrumental in recommending builders, 
are fully aware of Fuller’s strong fol- 
lowing among experienced, reliable 
subcontractors, and this contributes to 
Fuller’s pre-eminent As 
leading architect “Today, a gen 
eral contractor is no stronger than his 
subs ... and Fuller usually lines up the 
best subs in the business.” 

What role do these shifts 
the contractor? Fuller, in its own defi- 
a service business, provides 
its clients and architects with a variety 
of building 


position. one 


Says: 


leave to 
nition of 
expertise on everything 
from structural systems, materials, en 
gineering techniques, 
of building trades to 
gistics of assemblying all the elements 
of a huge project on the site at the 
right time. 


and deployment 
the complex lo- 


Fuller’s changing role has also per 
mitted it to make for its 
own account in several projects. At one 
time, Fuller was made 


investments 


a subsidiary of 
what was in effect a real estate develop 
ment concern, called U.S. Realty & Im- 
provement, which did much speculative 
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building. Fuller separated from this 
organization in 1938, and has stuck 
to contracting ever since. But on occa- 
sion it does take a minority equity 
position, as it did several years ago 
with William Zeckendorf on Denver’s 
Mile High Center, which Fuller built. 
The company had a 421% per cent in- 
terest in the Center, which it sold two 
years ago at a net profit of $1.1 million. 
It now holds interests valued at slight- 
ly over $1 million in several New York 
buildings, real estate in Chicago and 
California, and in an Oklahoma cement 
plant which it built in 1960. Crandall 
that, as opportunities present 
themselves, the company will probably 


says 
invest in other building projects. 
Selling cost control 


Perhaps the most important servic« 
Fuller performs is controlling the cost 
of any project it undertakes, This has 
its effect all the way through the job, 
from the initial the 
detailed periodic cost reports delivered 


estimate down to 


Chairman Lou R. Crandall 
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to the client and architect during con- 
struction. Fuller clients, particularly 
those which have built Manhattan of- 
fice towers, express satisfaction with its 
cost-control procedures. But more than 
that, they are impressed with the fact 
that Fuller is so often able to build 
clients’ buildings within the cost esti- 
mates first given to them, even when 
contracts are in the most tentative 
stages of negotiation. 

Fuller’s cost-control methods consti- 
tute the nearest thing yet developed to 
a scientific method for accurate cost 
estimating. In many respects, estimat- 
ing the cost of a large project is the 
most ticklish, and most important, as- 
pect of selling a client. No one realizes 
this more fully than Lou Crandall, who 
is regarded throughout the industry as 
perhaps the most skillful salesman of 
a contractor’s services in the business. 

Crandall’s salesmanship is a shrewd 
combination of personal knowledge of 
all phases of construction, including the 
pivotal element of costs, and an un- 
canny knack for convincing clients that 
Fuller is the one builder that can do 
the sort of job their buildings deserve. 
Crandall himself says modestly: “I’m 
not really a good salesman... all I can 
do is try to convince each client that 
his building is the most important one 
in the world . . . and just as important 
to Fuller as it is to him.” 

How good Crandall, and Fuller’s 
other top executives, have become at 
convincing clients of this is plain 
enough from the number of buildings 
they are asked to build. But for all 
Crandall’s skill, he is the first to admit 
that cost is the major element in the 
selling equation, as it is in the building 
equation: “It doesn’t matter how much 
charm a fellow might turn on, or how 
close he might be to a client—if he 
can’t build a job cheaper than the com- 
petition, he probably won't the 
chance to build it at all.” 

Fuller 
techniques, 


have 


uses two 


distinct estimating 
depending on the sort of 


continued on 1€8 
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NION CARBIDE BUILDING 





KARL H. RIEK 


Child-size school 


An A.I.A. award winner is 
scaled down to the chil- 
dren who attend it. 


Many 


somehow 


schools, even primary schools, 


lose or never have a sense 
of the size of the people they are built 
for. To put it another way, some com- 
munities still build 


schools, even for kindergartners. 


nothing but high 


Architect Mario Ciampi’s triumph in 
school design—an elementary school in 
Daly City, Calif., which recently earned 
one of the top 


honor awards of the 


American Institute of Architects—fits 


ts clients like the right pair of Keds. 
It is an amiable-sized elementary school 
in terms of program (12 classrooms, 
plus kindergarten, library, administra- 
tion, and multiuse room), but even be- 


yond this, the 


designer has adroitl) 
broken up all the components into vi- 
The 


methods are his 


sual fractions. two most evident 


treatment of the 
roof: 


ground and the 


the floor plan 
breaks up the areas of the school into 
clusters of classrooms bounded by var 
ious-sized courts; the roof is not just 
one single sweeping plane, but instead 
is a pattern of folded plywood plates 


reminiscent in character of classroom 


scissorwork. Somehow Ciampi was able 
even to pass title of the art and sculp- 
ture onto the children. This is true not 
only in the way the art is set—low, to 
be appreciated from a 4-foot eye level— 
but in the compositions themselves. 
Yet, for all its midget character, this 
is a community-use schoolhouse too. It 
is sited on a stretch of ten green (and 
slightly soggy) acres among the usual 
tracts of California housing, and even- 
tually the site will be developed as a 
recreational park. So far none of the 
adults using the building after hours 
has objected to its friendly scale, not 
even the tallest and broadest of them. 


for several Ciampi schools. 





CHILD-SIZE SCHOOL 


Financial program: 

School is the ninth constructed by this archi 
tect for the Jefferson Elementary School Dis 
trict over a ten-year period. Total cost with 
architectural fee, $456,000, including fur 
niture ($29,000) but not site ($55,000). Num 
ber of square feet, 24,887; number of pupil 
stations, 451. The building was financed with 
a combined local and state bond issue, passed 
on the first attempt, 4 to 1. There was no 
effect on the local tax rate because previous 
issues required maximum tax levies of $.45 
per $100. of assessed property valuations. The 
district tax rate is $2.32; adding the bond 
redemption rate, the total rate is $2.75 per 


$100. 





Cost breakdown: 


General conditions 4 28 000 
ROO WOTE: ob.<0 630 : : 85,000 
Structure, conerete, millwork, ete. 142.000 
Masonry ‘ : Pe ee oe ? 10,000 
toofing Paaty Ferrer ; 9,500 
Finish . , ; emp es o 33,000 
Heating, plumbing, electrical in 89,000 
Kitchen equipment ..... 2,500 
Sheet metal ...... 5.000 
Architectural fee , 26,500 
FERNANDO RIVERA ELEMEN'TTARY SCHOOL, DALY 
CITY, CALIF. ARCHITECT: Mario J. Ciampi; 


Paul Reiter, associate. STRUCTURAL ENGINEER: 
Isadore T hompson. MECHANICAT ENGINEERS: 
Van Dament & Darmsted. ELECTRICAL ENGI 
EER: Harold A. Wright. civil. ENGINEERS: 
Daniel Coleman Engineering Co. GENERAT 


CONTRACTOR: Midstate Construction Co. 





; 


The school sits on a ctrele of fill to raise it above the swampy surroundings. 





A fence protects the playground, when in use, from winds, and from vandals after hours 


oof is a good s 
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Warehouse with elegance 


Before the owners added a gigantic, flashing neon roof 
sign, the new warehouse and office building for Plough, 
Inc. in Miami was an unadulterated composition of great 
simplicity, honored with an award of merit from the 
American Institute of Architects. 

Behind the crisp facade of matte-finished, copper- 
colored, ceramic tile, a skeleton of steel columns and bar 
joists frames the utilitarian building which, for all its 


HAK ER-ALACK 


tailored elegance, cost only $7.37 per square foot. Because 
of proximity to the International Airport, all glass areas 
in the office section were double-glazed for sound reduc 
tion. 

Architects: Weed-Johnson-Associates, Structural engi 
neer: H. J. Ross & Associates. Mechanical engineer: R. L. 
Duffer & Associates. Electrical engineer: Weeks Engi 
neering Co. General contractor: Edward J. Gerritts, Inc. 
The real estate cost of $150,000 and the construction cost 
of $109,321 were met by Plough, Inc. from cash reserves 
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Oasis amid showrooms 


The only real architectural attraction in the huge 
(980,000-square-foot) Dallas Trade Mart is the sky- 
lighted mall (over 300 feet long, 100 feet wide, and four 
stories high), which runs down the center of the building 
and was developed by Consulting Architect Harwell 
Hamilton Harris. Not only does the mall give the wearied 
buyer—escaping from the maze of showrooms and the 
31% miles of corridors—a fountain, a gazebo, pools, trees, 
and even parakeets with which to relax, but the spidery 
pedestrian bridges, spanning the mall at quarter points, 
break up the great space, draw attention away from the 
indifferent facades, and bring this magnificent “outdoor” 
room into human scale. 

Architects of the building: Harold Berry and Donald 
Speck. General contractor: Ten Eyck & Shaw. Total cost 
of the Trade Mart was $12,640,000. The Equitable Life 
Assurance Society supplied a $6.5 million, 20-year mort- 
gage at 614 per cent. 





Atoms for Israel 


Philip Johnson’s nuclear reactor building, designed for 
the Israeli government and located in Rehovot, recently 
won a deserved honor award from the American Institute 
of Architects—deserved for this is a remarkably strong 
and richly suggestive design. 

Its roughly formed, raw concrete walls, unbroken by 
windows, reflect a conscious effort to turn away from the 
harsh natural surroundings of the rugged coastal plain. 
It embraces instead a stylized, serene, artificial nature of 
its own in the oasislike interior court, which is rimmed 
with carefully articulated columns and walls of glass. 

The secret nature of the work within is suggested by 
the steeply battered, fortresslike walls which clearly— 
and powerfully—tresist the visitor. This is not a building 
which invites, but one which repels. Another aspect of 
the building’s function is suggested by the dome, whose 
restless, faceted exterior hints at the struggle to harness 
the enormous, restive forces within. 

Finally, in the severe, rigidly formal organization, 
which culminates in the great space of the reactor dome, 
the building suggests a temple, with a peculiarly regional 
flavor of ancient Israel and Egypt. And, in a way, it is 
a temple, dedicated to the new “religion” and served by 
a new order of high priests. 

Supervising architect for the Israeli government: 
Gideon Ziv. Structural engineer: Dr. Lev Zetlin. 





Technology 


Aviation eyes the building industry 





WILLIAM VANDIVERT 


Much that has been learned 
in making air frames and 
rockets could be used in 
the construction of tomor- 
row’s buildings. 


By LAWRENCE LESSING 


A major revolution may well be under 
way in the invasion of building by the 
aircraft industry. The influence of 
aeronautical design on architecture is 
already strong. In the finely jointed, 
thin-aluminum or §stainless-steel-clad 
buildings typical of today there is the 
unmistakable light touch of the air age. 
More advanced types of structure, such 
as space frames, cable-suspended roofs, 
geodesic domes, and_ air-supported 
buildings, show an even clearer debt to 
aeronautical design. Even concrete, 
through development of thin-shell con- 
struction, prestressing, mesh reinforce- 
ment, and lightweight aggregate, has 
taken on soaring aerodynamic qualities. 

Today, by a 
and events, 
there are signs of an even more direct 


violent coincidence of 


economic technological 
entry of aeronautic techniques, mate- 
rials, and designs into building. The 
U.S. 


of the greatest transition and crisis of 


aircraft industry is in the midst 


its life. The ascendancy of rocket mis 
siles over manned military aircraft is 
pushing the 


business 


industry’s historic air- 


decline from 


which it is expected never to revive 


frame into a 
While most of the big aircraft makers 
rocket-satellite work, 
and some can continue to count on a 
small backlog of 
craft, the whole 


are shifting to 
air- 
not ex- 
pected at its optimum to occupy more 
than about a quarter of the industry’s 
present 105 million square feet of floor 
space and facilities. Hence the industry 
is on a search even more frantic than 
that following World War II for diver- 
sification into other industrial products. 
And some of the giants are having a 


orders in jet 


business is 


Giant extrusion press at Curtiss Wright Metal 
Processing Division at Buffalo (left) is typi- 
cal of the advanced equipment in the aircraft 
industry available, with the decline in air- 
frame production, to new concepts in building 
and construction. About two-thirds of the 


long look at the building industry. 
Building would seem to be a natural 
for the aircraft industry. The aircraft 
industry is perhaps the world’s most 
advanced developer and fabricator of 
materials into self- 
contained structures. Its deployment of 


and components 


men and machines on a factory floor is 
the wonders of the 
world. Moreover, 


one of modern 
over two-thirds of 
that plant and its machines—about $1.2 
billion worth—is free and clear, having 
been paid for by the U.S. government. 
Above all, this industry has an unpar- 
alleled and re- 
searchers to draw on in any attack on 


core of engineers 
building problems. And boiling up out 
research are 
still newer, more advanced techniques, 


of the industry’s space 


materials, and constructions that, to- 
gether with those of the past, might 
indeed revolutionize building. 


Plastic molding of metals 


Essentially, the manufacture of air 
frames, as it has developed, has be- 
come a light 
aerodynamic 


smooth molding of 


metals into curved 
shapes, whereby metals are more and 
more treated as plastic materials. For 
this there has been developed a great 
range of metal molding and manipu- 
lating machines, if turned to 
building products, might well introduce 
into the generally rigid rectilinear 
patterns dictated by conventional steel 
beam-and-column construction some of 


which, 


the curvilinear freedom of such plas- 
tic materials as concrete (or an occa- 
sional metal 
Building’s 
Moreover, 


form such as the Alcoa 

soft-cornered windows). 
the range of shapes and 
sizes thus made available for building 
could be greatly extended, particularly 
in the direction of larger, more eco- 
nomical unit components. 

Two classes of these metal-forming 
machines would probably be most 
readily adaptable to building needs. One 


is a range of big extrusion presses, 


aircraft industry’s modern plant will have to 
be turned over to new markets in the neat 
decade or be disposed of at a substantial loss. 
The huge stretcher press (right) is part of 
the Aluminum Company of America’s plant 
in Lafayette, Ind. 





Which squeeze out aircraft 


structural parts like toothpaste from a 
tube. Aluminum extrusions of a smaller 


certain 


and lighter variety are already common 
in building use, for such things as win 
dow framing, stripping, trim, and tub 
ing, but larger, heavier extrusions, be- 
ginning to appear experimentally in 
bridges, are just over the horizon for 
actual structural The 


probably of 


members. othe) 


class of machines, even 
greater potential for building design, 
comprises a great variety of metal 
shaping devices and big stretch presses 
for bending, molding, and stretching 
sheet metal into compound curves and 
complex forms. These shapes, in com 


bination with 


structural forms. or 


honeycomb cores (see below), produce 
light, exceedingly strong stressed-skin 
panels that in their freedom of shape 
and size could introduce a new order in 
curtain-wall construction. 

Furthering this plastic treatment of 
metals is a radically new technique, 
satellite 


explosive or 


developing out of rocket and 


production, called 


energy forming of 


high- 
metals. In this re 
markably ingenious 


full-tilt production at 


process, now in 
Aerojet-General 
Corp., Ryan Aeronautical Co., and other 
companies, intricate or highly curved 
metal shapes are formed against dies 
under water by high-explosive charges 
With one explosive shot and a minimum 
little 


open water pit and a crane 


of fixed equipment beyond an 

the most 
intricate shapes are instantly formed, 
requiring little or no further treatment, 
machining, or assembly. Dies the 


for shapes not 


are 


major cost, but large 


held to close tolerances a very low-cost, 
die has been 
developed. And the technique works on 
a gamut of metals from the most com- 
mon ones to titanium, stainless steel, 
and the hardest refractory alloys, in 
sizes and shapes impossible to form by 
conventional means. Ryan Aeronautical 
has highly 


plastic-coated, concrete 


formed bronze 
curtain-wall panels experimentally, and 
this technique might well introduce a 
new breadth of variety, both in size 
and sculptural detail, into the flat cur- 
tain-wall scene. 

As an indication of how rapidly the 
field is moving, last summer researchers 
of the Battelle Memorial Institute an- 
nounced the development of an entirely 
new and still cheaper method of explo- 
sive metal forming. The new technique 
revolves upon the invention of an ex- 
tremely simple gas generator that pro- 
duces from plain water, as needed, a 
mixture of hydrogen and oxygen gases. 
This mixture is ignited in a closed 
chamber to produce an explosion that 
builds up to a maximum tenfold in- 
crease in pressure in ten microseconds. 
The gas is produced at about one-third 
the cost of solid explosives, and creates 
an explosion more controllable, benefi- 
cial, and adaptable to large metal form- 


embossed 


ing. While the process is open to license 
by any industry, it is the aircraft in- 
dustry, already far ahead in explosive 
forming, that is more likely to pick it 
up most energetically. 

The aircraft industry’s main forte is 


not only its experience in forming met- 
als but also its long, intensive, basic 
experience in handling all the most ad 


ASSOCIATED PHOTOCRAPHTR® 


vanced materials of the age under ex 
treme conditions of heat, cold, load, and 
endurance. In this the industry is one 
vast test chamber of large significance 
to building. For, if the problem of 
building is to be solved by modern in- 
dustrial techniques, it is primarily a 
problem of materials, of the economi 
coordination of new and old materials 
into with 
stand weather and the force of gravita 
tion. To this task the aircraft industry 
could contribute much, for it is at the 
crux of the most prolific development 
of materials in all history. 


advanced designs, able to 


Endless materials 


The stream of new materials is so 
great that it cannot be examined in 
much detail here. It is a mighty mix 
of new, higher strength plastics, ce- 
ramics, many with re 
markable new properties, many leading 
to entirely new building techniques. 

In plastics, the inclusion of chlorine, 
fluorine, and other inorganic elements 
in plastic compounds has brought up a 
whole new range of high heat-resistant, 
nonflammable, highly stable plastics, 
overcoming the major defect of plas 
tics in building up to now. New viny] 
chlorides by B. F. Goodrich are one ex- 
ample, and an entirely new group of 
silicon-nitrogen plastics developed by 
Eugene G. Rochow, a pioneer in sili- 
cone plastics, is another. These in turn 
are leading to new high-strength re- 
inforced plastics by new techniques. 
One of the most advanced is filament- 
wound reinforcement, developing out of 
rocket construction, in which glass 
fiber and other fibers are stress-wound 
on mandrils and fixed with a resin 
binder to form very light, extremel) 
strong vessels, shells, and piping—a 
kind of prestressed plastic technique 
that could lead in building to new struc 
tural shapes, and a light, 
maintenance-free plumbing system. 

In ceramics, perhaps the most prom- 
ising of new materials is Corning 
Glass’s Pyroceram, the first truly crys 
talline glass, developed for rocket nose- 
cones. This is a really remarkable ma- 
terial, gem-hard, fireproof, stronger 
yet lighter than steel, with amazing re- 
sistance to thermal shock. In it, fragil 


and metals, 


conduits, 
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Explosive forming of metals against a die 
under water is an efficient new technique 
developed by the aircraft industry for intri 
cate rocket construction, adaptable to many 
kinds of architectural shapes and materials. 
Photos show an explosive water pit at Ryan 
Aeronautical Co. in California, Explosive 
pellets of only a few grains exert enormous 
pressures in a shock wave under water. 


ity and glass are no longer synonymous. 


Pyroceram already has been domesti- 
cated in flameproof kitchenware and 
experimentally in curtain-wall panels, 
and it may even have distinct struc- 
tural possibilities. Low in cost and 
available in all degrees of transparency, 
opacity, and color from a range of for- 
mulas still largely untapped, Pyroceram 
is one of the new space-age materials 
of largest architectural potential. 

In metals, excluding the well-known 
light ones, a spate of rare or exotic 
metals is at hand for entirely new uses 
by new techniques that may well hold 
the deepest revolution of all. These in- 
clude such unusual forms and combina- 
tions as foamed metals (for lightweight 
cores), thin molecular metal films (for 
electronic circuitry and solar heat 
reflection), fiber metallurgy (for light 
reinforeing mats of enormous strength 
in shell construction), and a magic 
group of pure and exotic metal com- 
binations. 

Perhaps the most significant of new 
materials, literally and _ figuratively 
joining all the rest together, is a revo- 
lutionary line of adhesives, mainly 
epoxy and other new hybrid chemical 
forms, which totally eliminates or 
greatly reduces the use of nails, bolts, 
rivets, and older mechanical fasteners. 
Adhesion theory has progressed so far, 
and the tailor-made materials to prove 
it, that bonds are now produced which 
are actually stronger than the base 
materials. And a range of adhesives is 
available that strongly grips metal to 
glass to ceramic to plastic to wood, and 
to other dissimilar materials, with all 
due allowance for coefficients of expan- 
sion. Moreover, the adhesives are avail- 
able now in such novel forms as tubes, 
strips, capsules, and microspheres to 
ease application and allow the final set- 
ting to take place with the mere exer- 


tion of a slight pressure. 

Some small, timid uses of the new 
adhesives have crept into conventional 
building, mainly in the fabrication of 
curtain-wall panels and in strip adhe- 
sive sealants for their installation. And 
National Homes and others have moved 
into wide use of adhesives in home 
building. But again the most aggres 
sive user of adhesives is the aircraft 
industry, which has pioneered them in 
the production of rivetless bombers and 
rocket structures, and proved that the 
chemical bonds withstand enormous 
stress, fatigue, and load. Indeed, ad- 
vanced aerodynamic structures would 
be impossible, it has been found, with 
rivet and bolt construction. Since the 
crux and age-old problem of architec- 
ture is in the jointing, this development 
of superadhesives promises the first 
seamless buildings and a new fluidity 
of design. 


Toward new constructions 


materials is 
nothing, however, without their ima- 


The variety of new 


ginative conjugation into new compo- 
nents of construction, often based upon 
new principles made possible by com- 
binations of new properties. It is here 
that the aircraft industry has moved 
furthest out in front, by necessity, and 
has the most to offer in the application 
of new aeronautical constructions to 
building design. 

The neatest and newest example of 
this is the application of thin-film re 
flective surfaces to glass to solve the 
hothouse effect of modern architec- 
ture’s vast transparent planes, a solu- 
tion being pioneered on two new 
buildings by Eero Saarinen & Asso- 
ciates (FoRUM, July ’60). The technique 
of laying down layers of gold or other 
high-reflective-index metals one or two 
molecules thick by vacuum deposition 


was greatly accelerated by the pressing 
need to protect space vehicles and their 
occupants from the fierce, unfiltered 
rays of the sun in outer space, Archi- 
tects Saarinen & Associates found that 
the application of such molecular films, 
now commercially available, directly to 
glass or to plastic films sandwiched be 
tween glass could reflect off as much as 
75 per cent of the sun’s heat, at great 
Savings in air-conditioning costs and 
human discomfort, without limiting vi- 
sion. The same imaginative architects 
earlier had taken over from the auto- 
mobile industry, which in turn had got 
the idea from aircraft window-sealing 
techniques, the use of neoprene gaskets 
to make big window glazing easier, 
more permanent, and leakproof. Thus 
may an alert architecture integrate the 
products of advancing technologies. 

The most widely assimilated of all 
aircraft constructions into building is 
probably the honeycomb core structure. 
This structure—a hexagonal grid of 
metal, paper, or reinforced plastics 
bonded between stressed skins of metal, 
composition board, or plywood—was de- 
vised for aircraft wing and panel con- 
struction to provide structures of great 
lightness, strength, and rigidity. In- 
deed, honeycomb-core panel construc- 
tion, using nearly the whole gamut 
of modern materials, including the 
superadhesives, provides the high- 
est strength-to-weight and rigidity-to- 
weight ratios known. Moreover, bat- 
teries of high-precision cutting, slit- 
ting, and corrugating machines, plus 
automatic bonding and welding tech- 
niques, make honeycomb one of the 
most economical of modern structural 
materials, 

Under such mass-production pioneers 
as Hexcel Products, Inc., basic honey- 
comb products and materials have been 
pushed out from the aircraft industry 





through a growing number of finished 


unit fabricators into such building 
components as flush doors, partitions, 
ceiling light louvers, translucent room 
dividers, curtain-wall panels, and hol 
low floor systems for such rigid and 
exacting requirements as computer 
centers. Mainly, these are in the lower 
cost impregnated paper or aluminum 
honeycomb constructions. But building 
so far has considered or made use of 
only a fraction of the honeycomb con- 
going forward in aircraft 
and space-vehicle manufacture. A tre 


Structions 


mendous range of properties can be de 
signed into honeycomb sandwich-panel 
construction for different purposes, 
simply by juggling and combining the 
wide variety of materials. Many more 
structural exterior and interior wall, 
floor, and ceiling uses are possible, par 
ticularly in prefabricated systems. Lit 
tle imaginative architectural use has 
been made thus far of honeycomb’s im 
mense diversity and potential. 
Fitting into this honeycomb struc- 
in a way that will appear in a 
moment are all the new, small energy 
converters made up of exotic metals, 
called semiconductors, mentioned above 
Last year alone nearly $20 million of 
government-military research funds 
were poured into these new devices, be- 
cause space vehicles, in order to main- 
tain themselves in empty space, must 
carry their own lightweight, independ 
ent sources of power, light, heating, 
and cooling through the conversion of 
free energy in the universe around 
them. Hence, rapidly reaching a 
forward stage of development are solar 
cell panels for converting light direct- 
ly into electricity, thermoelectric gen- 
erators for directly converting solar 
heat (focused by thin-film reflectors) 
into electricity, thermoelectric grids for 
alternatively converting an electric cur 
rent into wall heating or cooling, and 
electroluminescent films (new semicon- 
ductive phosphors embedded in plastic) 
for converting electric current into al 
most heatless strip or panel lighting. 
The common feature of all these new 
devices is that, operating without mov- 
ing parts, they all fit compactly and 
durably into the thickness of a wall or 
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of a skinlike membrane. And authori- 
ties now seriously assert that, within 
another decade of development, they 
will not only be found in space but also 
will have changed the entire pattern of 
electric power generation on earth, un 
changed for a century. The new devices 
make possible wall structures that will 
act more closely like the human skin in 
controlling interior environment, walls 
that will bury all the clumsy mechanical 
devices for heating, cooling, and light- 
ing that today absorb some 30 to 40 
per cent of the cubic space of major 
buildings. These new structured walls, 
with their own compact, free-generat- 
ing power sources, will free building of 
utility connections and usher in a new 


era of autonomous building 
Toward a new integration 


No industry is in a better position 
than the aircraft industry, it would 
seem, to put all these new elements to 
gether for building. Up to now, how 
ever, the industry has been singularly 
inept in entering new markets. The 
search for diversification following 
World War II devolved, in the indus- 
try’s own disgusted terms, into ‘‘mak- 
ing toasters or aluminum canoes.” Its 
appreach to building products was 
equally trivial. Only recently, for in- 
stance, Curtiss-Wright unloaded an un- 
successful business in foam-plastic wall 
coverings. Used to dealing with single 
big customers like the government, on 
contracts in which cost was little or no 
object, the aircraft industry found it- 
self bemused, as others before it, by 
the highly fractionated, competitive, 
low profit-margin nature of the build- 
ing industry. 

The only saving point in the situa- 
tion is that the building industry itself 
is even more inept at putting together 
anything new or revolutionary. And 
recently, under the spur of necessity, 
the aircraft industry has been taking 
a much longer-range, more considered 
look at the problem of entering the 
building field. Northrup Corp., for in- 
stance, is actively 
building of a 


working on the 
portable classroom, a 


project that could well engage its spe- 


cial technical resources, and it is 


vestigating more ambitious 


flexible 
modular systems for prefabricated 
school design. Lockheed Aircraft is also 
working up a portable classroom based 
on trailer design, a general business it 
is entering because of its closeness to 
air-frame (The same 


company also is working on monorail 


construction 


transportation systems, an item to fit 
into the urban renewal push ahead and 
another area for growth. 

The aircraft industry’s best bet ob- 
viously is to concentrate on developing 
advanced, highly integrated building 
and building component systems, em 
ploying the intricate systems-engineer- 
ing in which it is now pre-eminent. 
The risks would still be great, but they 
would not be so hopeless as entering 
odds and ends of building products into 
the competitive maelstrom of the build- 
ing-materials market. Any unique, com- 
posite wall system, for instance, might 
carry a company above the competition 
for a time to fatter profits. High-cost 
materials and devices could be incorpo- 
rated in such a system, for the mate- 
rials would be subordinate to what the 
system as a whole could uniquely do. 
The major requisite in all this is top, 
imaginative engineering and architec- 
tural direction, a commodity which, un- 
fortunately, is severely limited. Few 
architects are trained by background, 
experience, or native patience to under- 
stand industrial processes. 

Yet, if the aircraft industry were to 
approach the building of earthbound 
structures with the same integrated, 
multitalented energies that it devotes 
to aerodynamic structures, a_ revolu- 
tionary new industrial force would en- 
ter building. It is a force sorely needed 
to meet the mounting problems of na- 
tional growth and an expanding world 
population. 
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Rebuilding 


Sensitive remodeling preserved the best of 
a grandly scrollworked 1912 facade in the 
Sullivan tradition (left). A stock canopy had 
already replaced the original marquee (top 
photo) this was ripped off in favor of a 
plain cast-stone front, extended all the way 
around the first-floor level (photo right). Neu 
display windows are shaded by a continuous, 
permanent canopy. The store topped by a 
floor of offices in the St. James building, 
Hemming Parl 


faces Jacksonville’s downt 





PHOTOS: ALEXANDRE CEORCES 


A department store reborn 


“Replanning takes on real urgency 
when one considers that only 60 per 
cent of space in older stores, on the 
average, is used productively because of 
outmoded layout and fixtures. We find 
that a 


almost double a store’s capacity for 


thorough modernization can 


selling, without adding a square foot to 


its size.’ 


So speaks Morris Ketchum, leading 
New York architect and store designer. 
His most recent rebuilding job bears 
him out remarkably. 

Although the last coat of paint is 
barely dry, and specific figures are un- 
divulged, there is little doubt that the 
$2 million remodeling of Jacksonville, 
Florida’s May-Cohen’s department store 
is helping business considerably. The 
old basement sales floor, whose renova- 
tion was completed first about a year 
ago, has already shown a sound sales 
increase. On all floors, related depart- 
ments have been brought together and 
clearly identified, and the 
content” of visible 


“forward 
merchandise has 
been increased roughly 50 per cent. Re- 
sult: not only are more people attracted 
to the store, but they can find their way 
more easily, and make more of their 
own selections without waiting for a 
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clerk, Sales personnel waste far less 
time finding items, and running back 
and forth to stockrooms. Department 
heads are now able to classify their 
merchandise and lay out a fuller va- 
riety in view. New light levels raised 
to 60 foot-candles (from about 30) and 
a modernized air-conditioning plant 
have also helped put May-Cohen’s on a 
competitive footing with brand-new 
stores in the area. 

When the May Co. took over Cohen’s 
in February 1959, the old St. James 
building which housed it (and a top 
floor of small office tenants) still had 
an enviable location opposite downtown 
Hemming Park. It also had a distinctly 
moth-eaten look. Ketchum wisely de- 
cided to preserve most of the rich old 
character built into the 1912 facade by 
Architect H. J. Klutho, a disciple of 
Louis Sullivan (see drawings opposite). 
However, the original wroughtwork 
marquee (top photo) had been replaced 
by a less sensitive modern canopy. 
Ketchum ripped it off in favor of a 
cleaner, if blander, entrance. The crum- 
bling terra-cotta trim and awnings of 
the old display windows were replaced 
by a new band of beige cast-stone 
panels that gets along nicely with the 
old beige brick above, and by a contin- 


uous, permanent canopy 10 feet wide 
in charcoal-colored aluminum. Show 
windows were reduced in size and num- 
ber to pinpoint intimate displays, re- 
ducing operational display costs and 
gaining some stockroom space against 
the outside wall. Across the street, 
needed parking was provided by a new 
370-car, privately operated garage. 

The bulk of the rebuilding, however, 
took place inside. A lowered acoustical 
ceiling now hides the unsightly old 
beams and column capitals—as well as 
new lighting fixtures, ductwork, and 
sprinklers—giving the main floor a 
cleaner, more spacious look. An exist- 
ing mezzanine was extended, and cus- 
tomer services such as telephones, post 
office, and service bureaus were moved 
up here to free ground-floor selling 
space (interiors overleaf). 

Total contract: $2,101,500 (including 
$1,135,500 in interiors); financing by 
the May Co. Architects: Ketchum & 
Sharp (Rosario D’Agrosa, associate in 
charge; Herbert W. Riemer and Stanley 
Wolf, staff architects) ; Morris Leedom, 
staff architect for the May Co. Engi- 
neers: Smith, Hardaker & Huddleston 
(structural); Robert E. Hattis Engi- 
neers, Inc. (mechanical, electrical). 
Contractor: Batson & Cook Co., Inc. 














REBUILDING 


Before, the main sales floor had a typical 
high ceiling, hanging lights, and column 


capitals obscured by added cooling ducts. 
I 1 


After, the same area was made queue ter, more 
spacious and dramatic by a dropped acoustical 
ceiltna ine orporatin g air condition ing, sprin- 


8, and incandescent spots. The newly ea 


nine, with plant bores for ra 


photo. 
































Sketch plan of the main floor and mezzanine 

indicates the major architectural changes t 
Me chand ise areas are now ct 

elated departments, and floo 

efficiently as in most brand 

department stores. Women’s and chi 

aj parel and home furnishinas are up 
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odeled second and third flo« 

















PHOTOS: ALEXANDRE GEORGES 


Typical department: china. Lin: n, silverware 
(shown in photo) are d splayed in handsome 
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fixtures designed by the architects fo 


ty, capacity, qood looks. 
































REBUILDING 


Rebuilt offices dramatize the rough concret« 


beams of the old loft structure (belou 

















Office space at $3 a foot 


By renting space in a San Francisco 
loft structure, built in 1910 as a syrup 
factory, and imaginatively remodeling 
the interiors, the small (12-man) archi- 
tectural firm of Knorr-Elliott came out 
with handsome offices in a_ central 


location at a total annual cost of less 





than $3 per square foot, including rent 
and improvements. Tenants of newer 
buildings in the area pay from $7 to 
$11 per square foot 

This saving was not at the expense of 
quality. The character of the roughly 
formed beams was exploited with fresh, 
white paint; floors were finished with 
vinyl asbestos tile and, in the two-story 
display court, with precast concrete 
tile; a delicately detailed circular stair 
was installed to connect the two levels; 
ind separate heating units were pro- 
vided for each floor. The resulting space 
has a strong, individual flavor, appro- 
priate to the work of its tenants. 

Knorr-Elliott presently use 3,000 
square feet of their 6,150-square-foot 
holding, controlling the remainder for 
expansion and for sublease to consult- 
ants whom they regularly employ. 

Total cost of remodeling the initial 
5,650 square feet was $11,500. Break- 
down: carpentry, $3,500; electrical. 
$2,400; heating, $500; painting, $1,050; 
floor finish, $2,000; doors, stairs, rails, 
and miscellaneous, $2,050. General con- 
tractor: Greystone Builders. 
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New 
hospital 


in an old 
factory 


Aluminum screens il ugly walls, add pri- 


vacy, and reduce the air-conditioning oad 
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From almost any point of 


view, the 
Magee Memorial Hospital, a rehabilita- 


tion center for the disabled, looks like 


a brand new hospital. And it works like 


tact, 


one, too. In however, it is a 


remodeled loft structure, built in about 
1910 to house light industry. 
Languishing on the fringe of a com 
mercial-residential building 
had two major assets: a large amount 


slum, the 


of unencumbered floor area and a stra- 
tegic location, admittedly near a slum 
but also near Philadelphia’s principal 
general hospitals. 

The floors, the skeleton 


most of the exterior walls were left 


structure, and 


intact, although the blank 


west wall was rebuilt to provide win- 


virtually 
dows. An aluminum screen veils the 
building’s ugly south and west facade 

and at the same time considerably re- 
duces the air-conditioning load. Neither 
the east or north facade was touched 
because one abuts a taller commercial 
structure while the other looked out on 
a slum. The shortsightedness of this 
decision has been emphasized by the re- 
development of the area, which now 
houses numerous hospital staff mem- 
bers. 

If the per-bed cost of $28,500 for 70 
beds seems high (compared to a nation- 
al new construction average of about 
$20,000 per there are 
disabilities require 
unusual treatments and specialized, ex- 


bed), 
Unusual 


good 
reasons. 


l expensive equipment 


pensive equipment, such as the large 
therapy pool pictured above. Only 5 per 
cent of the patients are ambulatory; 


the rest are stretcher or wheel-chair 
cases, and thus the corridors had to be 
much wider than in 


conventional hospitals. Finally, the per- 


and costlier 


bed cost figure is in itself misleading; 
Magee Memorial has an unusually ex- 
tensive outpatient program and, as a 
result, only two of the five floors are 
devoted to beds. And, at $32 per square 
foot, the cost of this hospital is actually 
below the national average of $35 to 
$40 per square foot 

Real estate cost was $300,000. Total 
reconstruction cost, including fees, for 
62,000 square feet was $1,996,000, paid 
for by the Magee estate 
Hatfield, Martin & White. 
Mechanical engineers: A. Ernest D’Am- 
Nicholson, 
Hospital consult- 


Architects: 


bly. Structural engineers: 
tothbaum & 
ant: James R. 


Davis. 
Mays. General contrac- 
tor: United Engineers & Constructors 


Public housing in Buffalo 
rebuilt for private use 


In a pioneering rebuilding experiment, 
the Buffalo Municipal Housing Author- 
ity is transforming a low-rent public 
housing project into a private middle- 
income cooperative development, 

When the 616-unit Dante Place proj- 
ect was built in 1952, it replaced a slum 
beside Lake Erie just a short walk from 
the city’s central business district. Since 
then, however, a wave of urban renewal 
developments has been upgrading the 
Buffalo city 
fathers have realized that public hous- 
ing was not the highest and best use 
of this site. In converting the project 
to middle-income housing (while provid- 
ing additional public housing in other 
areas), the city will spur continued re- 
habilitation and upgrading of its choice 
water-front area to a higher potential, 
and will also gain about $50,000 a year 


entire adjacent area, and 


in real estate taxes from this parcel. 
Interior rebuilding has been complet- 
ed in five of the seven buildings in the 
development, now called Marine Drive 
Apartments, and work on the other two 
will be started this month. Mainly this 
has consisted of the removal of interior 
partitions to make rooms larger (all 
four-bedroom units are being turned 
into three-bedroom apartments without 
any reduction in total area, and most 
three-bedroom units are being rebuilt 
Bath- 
rooms are being tiled, and showers add- 


as two-bedroom apartments). 
ed: kitchens are being modernized, and 
doors added on closets. Building en- 
trances also are being modernized. Re 
habilitation, under the direction of 
Crane & Love, the original 
architects for the project, is costing ap- 
proximately $650 per unit. 

Says Housing Authority Executive 
Director Robert D. Sipprell: “This 
whole operation would have been impos- 
sible economically if the project had not 
been well designed and built of high- 
quality materials and workmanship in 
the first instance. This is a credit to 
the original architects, contractors, and 
the State Division of Housing, and is 
a point to bear in mind in the construc- 
tion of any future public housing where 
ultimate disposition might evolve.” 

To finance the conversion, a citizens’ 
committee of realtors, bankers, contrac- 
tors, and architects subscribed a $40,- 
000 pool of working capital in a state- 
chartered limited - dividend housing 
corporation. 


Backus, 


continued on page 134 
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REBUILDING 


This corporation has leased the proj- 
ject from the Housing Authority for 
$400,000 a year, which covers all the 
obligations of the Housing Authority 
until the bonds for the development 
have all been retired. Initial payments 
of cooperative tenants (on long-term 
proprietory subleases) run from $200 
to $350, and their monthly carrying 
charges from $67 to $116. 


Cole outlines three ways 
to spur FHA rebuilding 


The rebuilding provisions of the Fed- 
eral Housing Administration Section 
220 urban renewal mortgage insurance 
program enacted in 1954 have been a 
dismal failure so far, according to 
Albert M. Cole, former administrator 
of the federal Housing and Home Fi- 
nance Agency and now executive vice 
president of Reynolds Aluminum Ser 
vice Corp. 

Not a single rebuilding project depend 
ing primarily on Section 220 financ- 
ing has been sueccessful—in six years 
only one rebuilding mortgage for an 
investor-owner and only 73 for owner 
occupants have been insured under Sec 
tion 220-—-Cole told a recent meeting 
of the National Association of Real 
Estate Editors. Maximum loan ceilings 
have been too low, he declared, and loan 
procedures have been too slow and too 
complex. 

Estimating that there are at least 12 
million substandard dwelling units in 
urban neighborhoods that need rebuild 
ing, Cole recommended three changes in 
the Section 220 program so it could pro- 
vide “simple, attractive, but sound fi 
* that would make rebuilding 
more feasible: 

>» Make share the insurance 
risk on rebuilding loans in the same 
way they are now co-insurers on Title I 
home-repair and remodeling loans. 
Under this system all time-consuming 
FHA procedures would be eliminated; 
lenders would assume the primary re- 
sponsibility for investigating and ap 
proving all loan applications. 

> Instead of establishing loan ceil- 
ings, allow mortgages to be based on 
the prospective sales price or rental in- 
come of the property; i.e., the more in- 
come available for debt service, the 
higher the allowable mortgage. 

> Create a separate section of the 
Federal Housing Administration that 
would deal exclusively with urban re- 
newal and. rebuilding 


nancing’ 


lenders 


projects and 


Or ARAMCO 


BY COURTESY 


would develop the faster, more simple 
procedures that are essential for an 
effective renewal and rebuilding pro- 
gram. 


Cooling for 13,000 stores, 
the Alamo, and a harem 


Three reports last month gave a reveal- 
ing picture of the diversity of the 
market for air conditioning in rebuild- 
ing. 

> Chain stores are planning 10,7990 
new stores and 11,375 major remodel- 
ings this year, and air conditioning will 
be installed in 13,050, or 59 per cent of 
the total, according to the annual air- 
conditioning survey of Chain Store Age. 
The chains’ direct outlays for air con- 
ditioning in these projects will total 
$138.5 million, compared with $130.3 
million spent for conditioning 12,900 
stores last year. In addition, landlords 
usually spend about another 25 per cent 
for improving stores rented to these 
chains. When allowance is made for 
this, outlays for air conditioning in 
new and existing stores occupied by 
chains will probably hit $173 million 
this year, compared with an estimated 
$163 million in 1960, and $145.8 million 
in 1959, 

>In Texas, air conditioning is being 
installed in the Alamo. The Daughters 
of the Republic of Texas, custodians of 
this historic San Antonio shrine, were 
uncertain about what course to take 
last year when one air-conditioning 
company offered to install equipment 
free. In recent years the Alamo has 
been spotted with unsightly fans in 
summer and small gas and electric 
space heaters in winter to help make it 
a little more comfortable for the hun- 
dreds of thousands of reverent visitors 
who go through it every year. But 
could it be air conditioned without the 
introduction of large equipment, ducts, 
and air outlets and intakes that would 
disturb the old structure’s authentic 
atmosphere? Finally, the Daughters in- 
vited proposals from all firms willing to 
install equipment free, ultimately ap- 
proved a General Electric dealer’s plan 
for an undetectable 13-ton-capacity heat 


Walled, air-conditionned royal city of 


Vasrayah in Saudi 


pump for both heating and cooling. A 
5-ton unit will be hidden behind stone 
breakfronts and decorative grillwork, 
and two 4-ton units will be concealed 
in unused loft spaces. 

>In distant Saudi Arabia, the royal 
compound of Nasrayah has become 
probably the world’s first completely air 
conditioned city (see photo below). 
Near Riyadh, the capital, the big enclo- 
sure contains the King’s palace and 
homes of the royal family as well as a 
royal Mosque, royal harem, schools, of- 
fices, a library, a hospital, communica- 
tions center, storage and supply build- 
ings, and residences for all the people 
who staff these facilities. From a huge 
$3.5 million, 8,000-ton capacity plant 
just outside the walls, in which the 
Carrier Corp. has completed installing 
equipment for the first 6,000 tons, more 
than 120 buildings inside the city are 
now being cooled, More than 19 miles of 
chilled-water pipes have been installed 
—buried 6 feet deep. Outdoors the 
temperature in Nasrayah can reach 110 
degrees, but inside the royal buildings 
the temperature is maintained at a com- 
fortable 65 for the King and his many 
activities. 


Briefs 


Victorian grandeur wil] be restored to 
the Goodspeed Opera House in East 
Haddam, Conn., under the direction of 
the American Institute of Decorators, 
working with Schutz & Goodwin, archi- 
tects, and Frederick C, Palmer, con 
sultant. The dilapidated structure, 
erected in 1876, was rescued from dem- 
olition in 1958 and turned over by the 
state to a nonprofit foundation. Its re- 
building as a festival theater and cul- 
tural center will include modern light- 
ing, plumbing, and air conditioning. 

Hotel rebuilding stimulated increased 
occupancy in 80 per cent of a group of 
62 major hostelries in 46 states sur- 
veyed recently by the Walter M. Bal- 
lard Corp., institutional designers and 
decorators. Managers were able to in- 
crease rates an average of $1.87 per 
room in 83 per cent of the surveyed 
hotels END 


Arabia 








SERIES 750—EXTERIOR DOORS 
Modern styling to complement 
modern entrance doors. 
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DELAYED ACTION CLOSER 
—PATIENT DOORS 
Hold-open range 15-60 seconds 


; . ' 
New Parma Community General Hospital ootate SEE Seay 


Chooses Door Closers 
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Versatile Selection reenter ony 


Norton Door Closers are used throughout the 
New Parma Community General Hospital where 
Norton's versatile selection has allowed specifi- 
cation of the closer best suited to each individual 
application. You, too, can select the correct door 
closer for every job when you specify Norton, the 
industry's most complete line of door closers. 
Your soundest assurance of quality and depend- 
ability is the 80-year record of Norton leadership 
in door-closer engineering and manufacturing. 


Get complete details. Mail coupon today. 


NORTON 


DOOR CLOSERS 
372 Meyer Rd., Bensenville, Ill. 
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styling to harmonize 
with interior doors. 
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Architect: George Voinovich, Cleveland, Ohio 
General Contractor: Roediger Construction Company, Cleveland, Ohio 


Builders Hardware Distributor: Builders Hardware, Inc., Cleveland, Ohio 


NORTON DOOR CLOSERS 

Dept. AF-41, 372 Meyer Rd., Bensenville, Ill. 

Please send me information on Norton’s complete line 
of door closers. 
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The Hillside School is one of three concepts developed for NLMA’s new book, “Blueprint for 
Better Schools.” An inner court allows excellent lighting and easy access to lower classrooms on 
the downhill side. Modular modified mill construction offers prefabrication of many components. 














The Pavilion School stands for economy, is adaptable to practically any site and designed for 
expansion using additional units. This structure provides six classrooms around a main room, 
all with standard frame construction and wood paneling. Exterior permits a choice of siding. 





For schools dedicated to the needs of tomorrow 


find the better way with WOOD 


Wood's familiar warmth reassures the student, relaxes the community budgets . . . and wood’s capacity for wear and 


teacher . . . to create an unrivaled environment for learn- alteration becomes a continuing asset. 


ing. Wood’s flexibility takes advantage of the most modern For your free copy of the book, “Blueprint for Better 
methods known, to build a better school free from tradi- Schools,” and information about NLMA’s new 22-minute 
tional restrictions color motion picture on school planning with wood, write: 


Wood's workability permits simplicity in classroom plan- NATIONAL LUMBER MANUFACTURERS ASSOCIATION 


ning, sweeping overhead laminated beams in gymnasium Wood Information Center, 1319 18th St., N.W., Washington 6, D. C 


design. Its inherent acoustical qualities help maintain a 
hushed library, carry a voice from the stage to all seats in a nima 


spacious auditorium. You'll find, too, the economies of 


wood make it easier to plan schools within the frame of for freedom of design, leek to wood 


Schools designed for NLMA by Cooper and Auerbach, A.I.A., Washington, D.C. 


The Compact School, with its exciting design and structural simplicity, was planned for a level site. Its vast 
multi-purpose room has a depressed floor-level to afford a straight laminated wood beam roof for economy, 


continuous skylights over each corridor for brighter interiors. Classrooms open onto separate patios. 
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CHARM IN ITALY 


For a working-class commun- 
ity in Gubbio, Architect Marco 
Zanuso has designed a chil- 
dren’s school simply and 
charmingly scaled to its in- 
habitants. A “village” of five 
little houses in red and white 
stucco, each with its own out- 
side door, is grouped around 
a glazed octagonal garden open 
to the sky—the village’s little 
“piazza” (photo, right). Walls 
are only 7 feet high, and the 
pyramidal roofs rising to full 
height inside emphasize a hut- 
like sense of shelter. The 
school doubles as a community 
medical center and social hall. 


SUSPENSION ON THE RHINE 


One of the most skillful pieces 
of architecture yet to grace 
the Rheinfront is this new sin- 
gle-tower bridge crossing the 
river at Cologne. Like an old 
gin-pole hoist, its big steel bi 
pod actually seems to lift the 
great slung weight of the road 
way which it straddles—a nice 
articulation not found in most 
suspension bridges. The drama 
is further sharpened by the 
few fine filaments of steel 


which spin out from the single 


lifting point to hold the span. 
In designing the bridge, engi 
neers of the Gutehoffnung 
shutte steel works and Archi 
teet Gerd Lohmer placed th: 
tower asymmetrically toward 
one bank, leaving the oppo 
site bank for docking use. The 
single-tower design is also a 
thoughtful civic gesture: it 
leaves the city’s main sky line 
unbroken and does not com 
pete with the great spires of 
the Cathedral of Cologne. 






































SHOWCASE IN SWEDEN SWEETMEAT IN JAPAN 


ile more and more Ameri dows, which 


can emporia are being de 


are single panes. [The new Tokyo branch of ne 


Fas 
Floor edges and other non- Turuya-Hatiman confectioners 
signed as efficiently window transparent 


parts are covered would be a treat on any Main 
ess, air-conditioned _ blocks, in 


enameled steel; the roof is Street. Beneath a neat layer 
this new building for Stock clad in copper plate. Both en cake of gold-trimmed window 
holm’s PUB department store trances are shielded by “air slits shielding working quar- 
displays itself and its wares, curtains” instead of heavy ters, the store is separated 
night and day, in a veritable doors. Below their crystal ice- from a small garage by a 
crystal palace. All walls are of berg, Architects Erik 
louble insulating glass set in Tore Ahlsen 
a framework of tubula: 


and polished stone panel bearing a 
have placed a pelican symbol. Inside, this 
basement sales level, stock- striking trade mark is repeated. 


rooms, and garage Architects: Matsuda & Hirata. 


except for larger show 


CHARACTER IN GREECE 


On the Aegean island of My small ports shuttered against 
konos, Architect Aris Konstan the 
tinidis has shaped his “Xenia” 
resort hotel in sparse and 


Mediterranean sun, its 
deep guest-room balconies re 
cessed in rough stone walls. 
rugged style to match the is Whitewashed 
and’s own special beauty. Un and 
like Mykonos’ softly culp 


tured whitewashed villages and 


concrete frames 
roof lines complete the 
composition; chimneys and jut 
ting drain pipes are the only 
lecoration. Overlooking the 
traveling architect (ForuM, little fishing cove is a two 


vindmills admired by many a 


Feb. 59), the hotel is starkly story 
linear, almost  fortlike, its and 


administration building, 
restaurant-bar (below). 





JOHNSON PNEUMATIC CONTROL 


assures ideal comfort, 
lowest lifetime costs! 


This is the ISTA Center in downtown Indianapolis, 
one of the most modern buildings in Indiana. The 
major portion of the 9-story structure is devoted 
to rental office space, while the remainder serves as 
headquarters for the Indiana State Teachers As- 
sociation. 


A specially engineered Johnson Pneumatic Control 
System with individual room controls provides the 
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occupants with the ultimate in air conditioned com- 
fort at all times. This important rental feature also 
permits complete flexibility in making future 
changes in office layouts. 


For added efficiency, a central indicating panel fur- 
nishes the building engineer with a continuous dis- 
play of temperature at key points in the system. 


Over the years, the dependable, trouble-free opera- 
tion of this Johnson system 
will assure the ISTA Cen- 
ter of an ideal climate for 
working efficiency at a life- 
time cost below that of any 
other type of control. 


When you build or air con- 
dition, make certain that 
you, too, take advantage of 
the unmatched perform- 
ance and economy features 
of aspecially planned John- 
son Pneumatic Gontrol Sys- 
tem. Your local Johnson 
representative will wel- 
come the opportunity to 
make recommendations. 
There is no obligation. 
Johnson Service Company, 
Milwaukee 1, Wis. 105 Di- 
rect Branch Offices. 


aa 


PNEUMATIC SYSTEMS 


DESIGN © MANUFACTURE © INSTALLATION © SINCE 1885 
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Indiana State Teachers Association 
Center, Indianapolis. McGuire & Shook, 
Compton, Richey and Associates, 
architects; J. M. Rotz Engineering Co., 
mechanical engineers; Leslie Colvin, 
general contractor; Freyn Brothers, 
Inc., mechanical contractor; all of 
Indianapolis. 
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--- NEW DIMENSIONS IN FINE OFFICE FURNITURE 
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AMERICAN 
BUTTERNUT 


new perception 
in design freedom 


Butternut veneer offers a new concept in receptive beauty that gives you remarkable design 
freedom. The soft, leafy grain and delicate brown tone of Butternut create a rare beauty dis- 
tinctly its own. But the same subtle quality that reveals Butternut’s unrivaled charm also makes 
it a natural choice for paneling veneer where design flexibility is desired. The passive gracious- 
ness, the quiet warmth of Butternut suggest it as the perfect compliment to any decor, any color 
combination, any architectural setting. @ Many other creative design possibilities are inspired 
by the hundreds of fine woods in Stem’s veneer selection, the most complete in the world. Show- 
rooms: New York City, Chicago and Los Angeles. HM Butternut is a truly American wood as it is 
native only to North America. Because of its harmonizing qualities Butternut has always been 
of special interest to interior artisans, cabinet makers, and in equestrian times, coach builders. 
Centenarians might remember that Butternut bark and nuts were cooked to extract dye for 
Confederate uniforms ... in fact, at one time it was widely used by settlers for dyeing home- 
spun woolens. Today, Butternut veneer is considered one of the most adaptable of all grains 
for use in American architectural design. Hi Chester B. Stem, Incorporated, 795 Grant Line 
Road, New Albany, Indiana. 


STEM...EMINENCE IN WOOD 





BE ASSURED...SPECIFY STEM ARCHITECTURAL VENEERS 
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Anew era 
in face 
lighting 


When the architectural firm of Car- 
son & Lundin designed the soaring, 
ultra modern ‘666° Fifth Avenue 
building in New York, they consulted 
renowned lighting engineer, Abe 
Feder. The resulting illumination of 
this outstanding structure extends its 
impressiveness into the night, making 
‘666’ a familiar part of the New York 
scene to millions of visitors every 
year. To emphasize the sky scraping 
effects of the building, Mr. Feder 
specified the Radiant 1000 watt R-80 
Merco-Spot Mercury Vapor Lamps. 
This is one of the first lamps capable 
of carrying brilliant illumination to 
the heights reached by a modern, 
metropolitan landmark. 
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The symbol of 


hetter lamps. 


Long-life Radiant Lamps provide the 
proper kind of constant, bright illu- 
mination for structures of every height 
and design. A building, like any prod- 
uct, has the problem of advertising 
itself, Radiant lighting subtly, effec- 
tively and. constantly provides the 
necessary public relations to make 
the most of architectural genius. For 
information about modern, outdoor 
lighting, write or phone Les Deutsch 
at Blgelow 3-6850. 

Os G as, Bre 
63-12 David A, Foxman, President 
RADIANT LAMP CORPORATION 
300 JELLIFF AVE., NEWARK 8, N. J. 














Deserted houses... opulent art... daring vaults 


AN ANTHOLOGY OF HOUSES. By Monica 
Pidgeon and Theo Crosby. Published by Rein- 
hold Publishing Corp., 430 Park Ave., New 
York 22, N. Y. 174 pp. 734” x 10”. Illus. $10.95. 


This is another handsome addition to a 
rapidly expanding collection of books on 
modern houses. It differs from other, 
similar books in three respects: first, this 
anthology is international—there are 
houses from Finland, Japan, Chile, the 
U.S., and a dozen other countries; second 
this collection is based, largely, upon work 
originally published in the British maga- 
zine, Architectural Design, which has been 
giving the long-established Review an ex- 
citing run for its money in recent years; 
and, third, the editors of this anthology 
have shown a degree of discrimination 
rare in this sort of publication. 

Any time an anthology of anything is 
published, every critic will quarrel with 
the selection made. The selection, however, 
is the prerogative of the authors; if a 
critic wants to make a different selection, 
he is free to publish this at any time; the 
present selection, in any case, is just fine! 

Two comments seem appropriate: it is 
heartening to see so high a standard of 
excellence, spread over so large a part of 
the globe; and it is eerie to see so many 
slick and competent photographs of the 
human habitat, with hardly a human be- 
ing in sight! In more than 300 illustra- 
tions, we spotted only 74% people and 1 
dog, and he was made of excelsior. Those 
architectural photographers must be get- 
ting awfully lonely out there. 


THE AGE OF GRANDEUR. By Victor-Lucien 
Tapié. Translated by A. Ross Williamson. 
Published by Grove Press, Inc., 64 University 
Place, New York, N. Y. 305 pp. 7” x 1014”. 
Illus. $12.50. 


The Baroque period of art and archi- 
tecture, which flourished in Europe in the 
sixteenth and seventeenth centuries, has 
been much maligned for its unrestrained 
ostentation and its exaggerated concern 


for sheer, almost overpowering, splendor 


and opulence. Traditionally, it has been 
dismissed as a decadent offshoot of the 
Renaissance. 

In this, his latest work, Victor-Lucien 
Tapié attempts to bury these prejudices 
by re-examining the movement from a 
fresh perspective. Using selected examples, 
he tours the Rome of Bernini and Bor- 
romini, the churches of Prague, Vienna, 
and Moscow, indicating the relationship 
between the motifs common to Baroque 
works of art and the general conditions 
of the society which witnessed their birth 
and then embraced them. With broad 
strokes, Tapié presents the Baroque, not 


as an isolated phenomenon, but as one vital 
part of the whole fabric of sixteenth- and 
seventeenth-century thought. Born in a 
war-scarred Europe, the Baroque was 
eagerly received because, in its unfailing 
ability to evoke emotions and excite sensi- 
bilities, and in its undisguised search for 
magnificence, it perfectly mirrored the 
social, religious, and political aspirations 
of its time. Thus, Tapié concludes, the 
Baroque was not a deviation but “...a 
derivation from the Renaissance, adapting 
its lessons to express a new ideal in a 
society that had radically changed.” 

The Baroque has long been a source of 
sharp controversy among scholars, and 
Tapié’s work is certain to provoke dissent. 
sut his argument is articulate, well-docu- 
mented, and, on the whole, convincing. 
The book contains over 200 illustrations, 
eight of them in color, but they are un- 
fortunately scattered in groups bearing 
such little relationship to the text that the 
reader must constantly thumb back and 
forth to find the cited plate. 
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THE CONSTRUCTION OF GOTHIC CATHE- 
DRALS. By John Fitchen. Published by Oxford 
University Press, 417 Fifth Ave., New York 16, 
N. Y. 344 pp. 11” x 72”. Illus. $10.10. 


The author’s interest is not in the spiri- 
tual qualities of the old cathedrals, but 
in the on-the-job methods their construc- 
tors used in putting them together, and 
his book is entirely fascinating. The form- 
work and centering should not surprise 
any contemporary builder, but at least 
one of the devices used for building vaults 
without lagging or other formwork should 
make contemporary building code officials 
sit up and take notice (see drawing). 

This is a very rewarding book, a rare 
piece of scholarship in architecture. 

continued on page 147 





The best ideas are more exciting 


in CONCrete 





First National Autobank, Tulsa, Oklahoma. Architects & Engineers: McCune, McCune & Associates. Contractor: Tulsa Rig, Reel & Manufacturing Company, Tulsa. 


Folded. roof to glamour walls... 


concrete adds new attraction to drive-in banking 


Out of a need for drive-up tellers’ windows, as well as parking facilities, 
came this handsome banking center. Tulsa’s First National 

Autobank is a delightful example ef the many ways concrete can 
combine structural practicality with good design. 


Here, concrete plays a major decorative role in many different ways. 





You see everything from folded plate canopies over the parking arcade to 
, I | I 





walls and sunscreens in high-style masonry shapes. Drives are black 





concrete. Upper deck parking area is a hollow-core concrete deck. 
Today’s architects find there is no ceiling on imagination when they 
ve design with modern concrete. 
Over 600 cars daily use the drive-up windows. A half 
million transactions were handled at the Autobank the 
first year. Tom-Tom Room, to the right of two-story Pp O R _ LAN D qc BE M E N = AS Se O Cc TAT ION 
bank lobby, is provided for meetings of Tulsa civic 


groups. It’s reached directly from upper parking deck. A national organization to improve and extend the uses of concrete 
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"CERAMIC TILE...BEAUTIFUL DURABLE SOLUTION 
FOR LONG-RANGE ECONOMY" 


rhorshov & Cerny, noted Minneapolis firm of architects, 
designed this approach to a modern, high-traffic jet airport 
terminal. Spaciousness, appealing modern design and long- 
range economy Via minimum maintenance requirements— 
all these elements were part of the plan. 

A unique and original ceramic tile pattern was designed 
for the floor—a specification which contributes permanent 
beauty and 


guarantees long wear with minimum mainte- 
nance. Many of the vertical surfaces were designed with 
ceramic tile—always a prudent choice for any public area. 


Practical experience shows that any private or public build- 


A 
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ing gains in appearance, prestige and decreased maintenance 
costs when tile is used. Fireproof, durable ceramic tile comes 
in over 200 different colors, a wide range of sizes and an 
increasing variety of textures—giving the architect the great- 


est design freedom possible. 
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Design For A Modern Jet Airport Terminal 


The many benefits of ceramic tile will 
make sense for both you and your 
clients in any residential, institutional 
or commercial project you undertake. 
See your local tile contractor for 
up-to-date information, including al 
the details on the new lower cost 
installation methods and the new 


dry-set portland cement mortar. 


PARTICIPATING COMPANIES 


TILE COUNCIL OF AMERICA, INC. 


800 Second Avenue, New York 17, N. Y.; 


Room 933, 727 West Seventh St., 
Los Angeles 14, Callif.; 


Room 207, 5738 North Central 


Expressway, Dallas, Texas 


CERAMIC 
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IT’S THE LAW! By Bernard Thomson. 
lished by Channel Press, Great Neck, 
436 pp. 82” x 534”. $7.50. 


This is a comprehensive handbook on 
legal problems involved in architecture, 
engineering, and construction based on 
the author’s monthly articles in Progres 
sive Architecture, plus supplementary ma 
terial not previously published. In a brief 
preface, Architect Edward Durell Stone 
pays tribute to Thomson for “his intelli 
gent guidance in a field in which the 
architect, owing to pressures of his own 
profession, is neither properly aware no} 
advised—nor does the traditional archi 
tectural education provide the proper back 
ground.” 


ECONOMIC PLANNING FOR BETTER SCHOOLS 
By Benjamin Handler. Published by the Col- 
lege of Architecture and Design, University of 
Michigan, Ann Arbor. 107 pp. 10!/2” x 834”. $5 


A NEW APPROACH TO SCHOOL BUILDING 
COST COMPARISON. By Fred M. Fowler. Pub- 
lished by the Utah Department of Public In- 
struction, Division of School Finance, Room 
223, State Capitol, Salt Lake City. 44 pp. 8'/2” 
x 1034”. $.90. 


Each of these books is, in its own way, a 
recognition of the fact that an isolated 
figure representing a school’s cost is no 
true indication of that school’s worth nor 
of the fiscal wisdom of the community that 
built it. Because this fact needs to be 
widely understood, the books are valuable 
additions to school-building literature. 

Economic Planning for Better Schools 
divides its seven lucid chapters into two 
parts: the first is a close-up analysis of 
the major factors that can inflate or keep 
down school-building budgets; the second 
is an analysis of how capital budgeting 
for the entire community can be conducted 
in such a way as to keep all costs (schools 
included) in line with needs and capabil 
ities. 

An important (but unpopular) point ir 
this capital budget argument is that school 
administrators and laymen must surrende? 
some of their well-guarded privacy from 
other fiscal competitors in the community. 
They must fight for proper priority rank- 
ing for their school-building projects and 
not assume a guaranteed hunk of the 
budget. Otherwise the day may come when 
the reservoir of nonschool public-building 
needs within the community may burst its 
lam and overwhelm them all. 

A New Approach to School Building 
Cost Comparison is a two-part formula 
for the delicate process of comparing 
school costs. As explained in the introduc- 
tion, the formula “not only deals with 
cost units, but gives weight to values lying 
back of the costs.” The first part of the 
formula covers actual costs, excluding sits 
acquisition and development, fees, and 
equipment. The “values” that the second 
part of the formula takes into account 
are: educational adequacy, safety, long- 
term cost economy, esthetics, auditory 
comfort, thermal comfort, visual comfort. 

The results of the formula are ungainly, 
but probably as fair as possible. END 


are you spending 


$4 200 


for a one cent job ? 


If you're duplicating drawing details, you're 
squandering precious hours of costly drafting 
time. STANPAT, the unique tri-acetate that is 
pre-printed with your standard and repetitive 
blueprint items, cuts time involved from 3 
hours to 15 seconds! Figured at current pay 
rates, this means a $12 job at less than one 
cent... the STANPAT way. Easily transferred 
fo your tracings by an adhesive back or 
front, STANPAT relieves your engineer of 
time-consuming and tedious details, freeing 
him to concentrate on more creative work. 


here’s how simple the 
STANPAT method is! 








? PEEL 
the STANPAT 
from its backing. 
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PLACE “i 


the STANPAT into 
position on the 
tracing. 








- PRESS 
eis into position... 
will not wrinkle 
or come off. 








STANPAT is available in two types of 
adhesive backs: 


@ Rubber base for standard drafting and 
tracing papers 


@ Resin base to prevent leaching for papers 
thet contain oils 

But whatever the application may be, there's 
a STANPAT product for your specific needs 
STANPAT has a guaranteed shelf life of one 
yeor from date appearing on tab end. For 
further information and technical assistance, 
complete the coupon below and mail. 


STANPAT co. Whitestone 57,N.¥.,U.S.A 


Phone: Flushing 9-1693-1611 





Please quote on enclosed samples. 
Kindly send me STANPAT literature and 
samples. Dept. 81 
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Shown: (above) upper grade lecture-demonstration area and (below) isolated group arrangements using 
new Brunswick Tab-lette Chairs, Trizoid Desks, Cluster Combinations, Moduwall Space Divider. 
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SCHOOL EQUIPMENT 
WITH THE CHANGE 
BUILT IN... 


Will the school equipment you buy today 
satisfy your teaching program needs of tomorrow, too? 
It will if you buy Brunswick. For only Brunswick 
School Equipment of Advanced Design is specifically designed 
to implement the diverse and changing classroom 


requirements of today and tomorrow. 


FURNITURE +« CABINETS + MODUWALL + GYMNASIUM EQUIPMENT 





BRUNSWICK _ CORPORATION 











SCHOOL EQUIPMENT DIVISION 
KALAMAZOO, MICHIGAN 


COPYRIGHT 1961, BRUNSWICK CORPORATION 
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New general offices of Swanson Brothers in Omaha, Nebraska. Air-conditioned efficiently and economically 
by gas-operated Carrier absorption refrigeration. Architects and Engineers: Leo A. Daly Company. 
Mechanical Contractor: J. J. Hanighen Company. Both of Omaha, Nebraska. 
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Swanson insures 


low operating costs with 
GAS and CARRIER 


absorption refrigeration 


Swanson Brothers — nationally known in the foods 
industry — chose gas-operated Carrier absorption 
refrigeration to air-condition their beautiful new 
general office building in Omaha, Nebraska. 

The basis for their choice was lower operating 
costs, with the unbeatable fuel economy of gas and 
the simplicity and trouble-free operation of the 
Carrier absorption unit. With no major moving 
parts, it quietly and efficiently uses steam from a 
gas-fired boiler to provide chilled water for cooling. 
Carrier has solved the problem of sustained effi- 
ciency at partial loads in absorption cooling. An 
exclusive Carrier solution-capacity-control gives 
partial load efficiency unsurpassed by any other 
type of cooling system. 

You can keep air conditioning costs low and effi- 
ciency high, with gas-operated Carrier absorption 
refrigeration. For details call your local Gas Com- 
pany, or write Carrier Air Conditioning Company, 
Syracuse 1, New York. American Gas Association 


FOR HEATING & COOLING 
GAS IS GOOD BUSINESS! 


Trouble-free is the word for this 140-ton capacity gas-operated 
Carrier absorption unit at Swanson building. Says Wendell 
Mitchell, Building Engineer, “I really think this system is great. 
All | have to dois check it now and then. Never a bit of trouble.” 





OFFICES OF THE BRITISH EMBASSY, WASHINGTON, D. c. 


Architects: Eric Bedford, Chief Architect and W. S. Bryant 


General Contractor 


This distinctive office building uniquely groups 
over 400 offices and rooms around a central court 
with a connecting lobby passageway to a circular 
conference hall which seats 250 people. 

The many benefits of natural lighting are ob- 
tained through the use of window walls in offices, 
library and many other locations including the 
Ambassador’s office. Elsewhere large aluminum 


windows are recessed in stone surrounds with slate 


f 


Superintending Architect, British Ministry of Works. 


: John McShain, Inc. 


panels below the glazing. The rotunda of the con- 
ference hall is entirely glass set in curved-on-plan 
aluminum frames; privacy and control of lighting 
are obtained with electrically operated curtains. 
All of the various types of aluminum windows, 
including a seven story curtain wall, were installed 
by Hope’s experienced erection staff. For further 
information on the finest aluminum windows and 


window walls, write for Hope’s Publication 170. 


~HOPE’S WINDOWS, INC., Jamestown, N.Y. 


THE FINEST BUILDINGS THROUGHOUT THE WORLD ARE FITTED WITH HOPE'S WINDOWS 
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/ The Russwin Uniloc, Beaulev Design 
— Smart, sweeping lever handles 
Completely pre-assembled ‘‘unit’’ 
construction. All popular metals, 
finishes, functions. 


the russwin 
... What it means 
ona lockset 


Distinctive designs ... superb 
quality . . . functions for all doors! 
The Russwin “R” assures all this 
— and more. It assures the services 
of a specialist, your Russwin 
distributor. He offers the finest in 
doorware ... and competent help 
with doorware problems. Let him 
serve you. Russell & Erwin Division, 
The American Hardware Corporation, 


New Britain, Connecticut. 





Beautiful new way to work with light! 


TROPICEL® is the trademark for a tamily of highly Tough, shatterproof TROPICEL panels withstand 
styled, and highly practical, translucent sandwich the winds and even the air-borne debris of hurri- 
panels that have opened a whole new field of struc- canes, are unharmed by temperatures ranging from 
tural and decorative architectural possibilities arctic to tropical, have excellent resistance to abra- 
The new Lucite* 100% acrylic resin of which they sion and chemical attack. 


are made provides a combination of translucency, Most important, as a result of the 22 Cathedral colors 


color stability, strength, and general weather resist- available, is the wide variety of strikingly beautiful 


ance that is exceptional... not only when compared 3-dimensional color effects possible. These colors pre- 


with other plastic materials, but with conventional sent new horizons in the imaginative use of light. 


building materials as well. 


Registered T. M. of E. 1. DuPont De Nemours & Co 








CARPENTER HOTEL, Manchester, New Hampshire. Main entrance 


1961 ROOM OF TOMORROW. Patio roof of Mosaic TROPICEL. 
has outdoor Surround of TROPICEL in Circlet pattern. 


Translucent white panels with yellow and orange cells form 
louvres which are adjustable to provide maximum control over 
weather and sunlight. Designed by Marion Hever. 





GENERAL FIREPROOFING COMPANY. Background panels of Woodcurl 
TROPICEL further enhance the luxurious yet practical look of this special 


executive furniture arrangement, here featuring the Italic Group. Designed 
HOTEL NEWBURGH, Newburgh by GF Studios, Inc. 


New York. New dining area has 
partitions of Mahogany Woodcur!l 
TROPICEL. Major source of lighting 
is concealed behind panels 


ADVANTAGES 
USES 
Among the many reasons you will want 


to use TROPICEL soon and often are: 
The use of Lucite acrylic resin, the plastic material 
which over the years has proved its excellent weather- ® singularly striking color effects 
throughout the automotive and avia- . 

ndustries, makes TROPICEL equally adaptable 

to outdoor or indoor applications. For practical pur- 


poses, it 1 Yy pe 1 wh 


e used wherever glazing material is almost complete lack of maintenance 


excellent thermal insulating value 


exceptional strength and rigidity 


indicated 

Indicates soft, diffused light control 

Among the applications to which TROPICEL recom- 
practical durability 

mends itselt fenestration of all kinds interior 

and exterior vall panels room dividers table lasting: economy 

and turniture st ice curtain wall constructions 


unusual versatility of application 
skylights ceilings lighting diffusers 


® ease of installation by standard methods 


® desirable acoustical properties 


Here are 4 of the 6 basic types of TROPICEL core patterns, each 


of which may be widely varied by the choice and use of color. 


United States Rubber 


NAUGUATUCK CHEMICAL DIVISION 


NAUGATUCK, CONNECTICUT 











} We keep adding 
to the 


hollow metal line 
to spare you the delays and expense 
of custorn engineering 


We don't say we can satisfy all your steel door and 
frame requirements without resorting to limited cus- 
tom work, but it’s our aim to get as close to this ideal 
as possible. Getting closer all the time, here are some 
of the latest additions to the Aetnapak* Line: 


SOUNDPROOF DOORS 

14-GAUGE DOOR FRAMES 

PREPARATION FOR FLOOR HINGES 

BAKED ENAMEL DOORS 

WEATHER STRIPPING 

An Aetnapak sales representative in your area will help 
you plan your next hollow metal job so as to gain the 
maximum advantages from Aetnapak pre-engineering. 
Catalog on request. Write or telephone AETNAPAK SALES, 


AETNA STEEL PRODUCTS CORPORATION, 730 FIFTH AVENUE, 
NEW YORK 19, N. Y. JUDSON 6-2525 


Other Aetna products: Aetnawall partitioning systems. *Order Aetnapak with 
or without hardware—doors and frames, doors separately, frames separately 


A few Aetnapak sales territories are still open to qualified representatives. Write Aetnapak Sales, Aetna Steel Products Corp., 730 Fifth Avenue, New York 19, New York. 





A FACTORY Magazine “Top Plant of the Year’ —196I 








ideal Cement Company plant, Tijeras 
New Mexico, Consulting Engineer: Ken 
R. White, Denver, Colo., Engineering 
Supervision: Engineering Department 
ideal Cement Company, General Con 
tractor: Robert £. McKee, Inc., El 
Paso, Tex 


Strong Supports for 
Modern Production Facilities 


...-round concrete columns formed with 


SON OCO 
Sonotube’ 


Round concrete columns offer many advantages as supports in industrial 
plants. They are low in cost, strong, maintenance-free, and take up 
minimum space. 

Of course, the beauty of finished round concrete columns is a great asset 
too...in structures where appearance becomes a prime consideration. 

For economy, utility, beauty ...include round concrete columns in your 
designs often. And, specify forming with low-cost SONOTUBE Fibre Forms, 
to save the contractor time and labor, and to reduce overall building costs. 
SONOTUBE Fibre Forms for round concrete columns are available coast- 
to-coast, in several types to meet various job requirements. Sizes 2” to 
48” 1.D., any length. 


See our catalog in Sweet's, or for complete information and prices, write 


Construction Products 
SONOCO PRODUCTS COMPANY, Hartsville, $.C. + La Puente Calif. + Fremont. Calif. * Montclair, N.J * Akron. Indiana 
© Longview Texas + Atlanta Ga. * Ravenna Ohio * Brantford, Ontario * Mexico D F 5440 
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Install The 


Best 


USE 
CARLISLE 


Sure-Seal Butyl Rubber 
Waterproofing Membrane 
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Here is a brand new material and a 
brand new idea for positive waterproof- 
ing in below grade foundations which 
may or may not be subject to hydrostatic 
pressure. 

Available in various thicknesses to 
meet specific job requirements. Widths 
up to 20° and maximum lengths re- 
stricted only by weight as it affects han- 
dling facilities. 

Complete information available now. 
Call or write for brochure and samples. 


CARLISLE 
TIRE & RUBBER DIVISION 


CARLISLE CORPORATION © CARLISLE, PENNSYLVANIA 

















Federal perils ... sacred triumph ... tired parks 


FEDERAL SPRAWL 


“The Wall Street Journal” recently edito- 
rialized on the perils of federal aid to U.S. 
cities but, unfortunately, had no large- 
scale alternatives to suggest. 


According to the diagnosis of the Demo- 
cratic platform, the cities of the U.S. are 
generally afflicted with “sprawl” and 
“blight”—ills that demand a federal cure. 
To minister to “sick” cities, the Demo- 
crats promise a new, cabinet-rank secre- 
tary of urban affairs. 

This urge to cure the ills of the cities 
with federal handouts obscures the fact 
that big cities have always suffered from 
the natural consequences of having too 
many people in one place. Many a Roman 
fumed in the five o’clock chariot snarl, and 
wondered when something would be done 
about the potholes in the Appian Way. 
Just as this chariot-commuter looked to 
Caesar, so the Democrats suggest that 
city dwellers look to a remote federal 
benefactor for everything from highways 
to slum clearance to sewage disposal. 

No government can hope to eliminate 
completely the “blight” and “sprawl” of 
the cities unless it first repeals the laws 
of human nature. Certainly one big city 
hall in Washington won’t make local gov- 
ernment wiser, more thrifty and efficient, 
especially if indifferent citizens overlook 
the obvious remedy of cleaning up their 
own city hall. Indeed, the shift of respon- 
sibility for the cities farther away from 
the cities themselves provides new op- 
portunities for waste and _ inefficiency. 
Urban sprawl] is bad enough without still 
more federal sprawl. 


THE CLERGY ON LA TOURETTE 
In the “Listener,” Father Illtud Evans 


comes to the defense of Le Corbusier's con- 
troversial monastery. 

The La Tourette priory is likely to be 
counted Le Corbusier’s masterpiece, if 
only because here the strands of his 
prophetic understanding of the architect’s 
work seem to be most closely knit to- 
gether. Here, one feels, he has labored 
with a love that has been shared by those 
who commissioned him. In the contem- 
porary debate on sacred art, the priory is 
certainly a vital statement. At La Tou- 
rette, unequivocally declared, is the radi- 
cal distinction between tradition and mere 
traditionalism, which are so often con- 
fused in any discussion of religious art. 

Tradition is the discipline which any 
artist must be glad to accept, and within 
it the sacred must be expressed in every 
age. It is an acceptance of the subordina- 


tion of what is made to the purpose of 
its making. Thus a church is governed by 
the altar and the sacred action that is 
done there, just as the monastery demands 
a coordination of its separate parts in its 
communal work. But this does not mean, 
it cannot mean, a tyranny of styles. We 
must, says Le Corbusier, banish styles. 
He goes on to say: “All we can do is to 
think of style in itself—that is to say the 
moral probity of every work that is truly 
and genuinely creative.” 

How ironical it is that sacred art is so 
often the least honest of all: the one most 
dominated by feebleness of purpose and 
the fear of the future. I think the grati- 
tude, not only of architects, but of all who 
care for the sacred as deserving to be 
seen as ever new, should go to Le Corbu- 
sier and to those who commissioned him, 
for at La Tourette something very im 
portant has happened—a building has 
gone up to the glory of God, and it is in 
the truest and noblest sense a building of 
our time. 


PARKS FOR A NEW SOCIETY 


In “Landscape Architecture,’ Grady Clay 
raises some pointed questions about the 
purposes of city parks. 

Nobody who has any hope for the future 
of cities can get much comfort from the 
hooliganism, vandalism, and crimes of 
violence which are taking place in so 
many city parks and playgrounds these 
days. Nor from the fact that many bond- 
issue votes for new parks and playgrounds 
in recent years have failed. 

Is it not time to admit that many a 
Grand Design no longer fits the needs and 
requirements of a community? That a 
park planned for a middle-class popula- 
tion of 1880, given to croquet and car- 
riage riding, may offer few of its original 
amenities to a crowded, mobile, working 
class population of the 1960’s? That play 
ground redesign may save many a decay- 
ing neighborhood? 

In a slow and not really mysterious 
fashion many a park has become what 
some lawyers, in their inverted argot, 
might call an attractive nuisance. When- 
ever trouble breaks out in one portion of 
the park, the infection spreads to the 
farthest corners. Thus high visibility, 
which was an asset in an earlier era, may 
now become a factor leading to a sense 
of uneasiness throughout the entire park 
whenever audible shouts come from the 
most troublesome corner. 

While I would not suggest that any 
Grand Design be abandoned simply _be- 


continued on page 162 
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world 


These are its major components — 


Working with a knowledge of hospital problems and 


procedures gained from equipment installations 

in more than a hundred countries of the world... 
Amsco Research investigates, evaluates and 
recommends techniques for the highest standards 


of patient protection. 


Six full-time Nurse Consultants assure the vital 
quality of practicality in every procedure 


involving personnel training. 


A professionally staffed Methods Engineering 
department incorporates the efficiencies of work 
simplification and workflow on the basis of 


Method — Time — Measurement studies. 


Development Engineering devises equipment to 


carry out advanced procedures with the maximum 


degree of automation, dependability and economy. 


Attached to each of Amsco’s 19 Branch Offices, 
Technical Projects Engineers are specialists in 


selecting, assembling and presenting the detailed 
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Detailed 
Technical 
Planning 


Supervision of 
Installation 


Technique 


Training 


Preventive 
Maintenance 


data which will most effectively solve the Technical 
Department problems of your hospital design. 


This service includes the preparation of room plans, 
specifications and roughing-in prints to provide 
the maximum in function and utilization of 


space for your specific project. 


Amsco’s supervision of the total department 
installation assures the Architect that his approved 
concepts will be fully achieved. 


When the department goes into service, equipment 
demonstrations and thorough technique training 
by Amsco’s Nurse Consultants provide the staff 
knowledge that will maintain the efficiencies of the 
integrated design. 


The continued high performance of Amsco 
Technical Department equipment is assured by the 
soundest of production engineering and by the 
only national Preventive Maintenance staff in the 
technical field. 


Literature or consultation is freely available 
rom our Technical Projects Division 


AMERICAN 
STERILIZER 


ERIE+sPENNSYLVANIA 

















DIVIDEND ENGINEERING 


PROJECTS IMPORTANT SAVINGS. EXAMPLE: $16,870 SAVED IN 
INITIAL COST. $4,753 SAVED IN ANNUAL OPERATING EXPENSE 


Dividend Engineering is a new, quick method of pinpointing insulation specifications that can pro- 
ject significant savings in initial and operating costs. The example shown illustrates how this system 
works: roof insulation is increased from one to three inches; wall insulation from one to two inches. 
Fiberglast Shading Fabrics are specified for windows. Results: extra insulation cost is $42,000. But 
it effects a $16,870 saving in initial equipment, plus a projected annual operating savings of $4,753... 


DIVIDEND ENGINEERING 
DOLLAR SAVING PROPOSAL 


Dividend 
Original Engineering 
Specifications Specifications 
filiustrated) 
Cost of Heating 
& Cooling Equipment. $189,450 $130,580 
ne $ 58,870 
Additional Construction 
Cost.. $ 42,000 
Net Savings on 
Initial Costs. ... $ 16,870 
Projected Annual 
Operating Costs .. $ 64,222 $ 59,469 
Savings on Operating 
Costs, per year. $ 4,753 
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a high return on the initial investment. Such savings make the production and comfort benefits 
of year-round air conditioning an economic possibility for more and more industrial and commer- 
cial structures... Let us demonstrate Dividend Engineering on one of your current projects. Contact 
your local Fiberglas representative, or write Owens-Corning Fiberglas Corporation, Industrial & 
Commercial Division, 717 Fifth Avenue, New York 22, New York. 
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TWO-STORY RESEARCH CENTER—PHILADELPHIA VICINITY—HEATED AND COOLED 
Original specification: Roof area, 150,000 sq. ft. One inch Fiberglas Roof 
Insulation. Wall area, 16,000 sq. ft. opaque, with one inch Fiberglas Wall In- 
sulation. 24,000 sq. ft. glazed, with conventional shading. Total, 40,000 sq. ft. 


*A service Owens-Corning will provide to demonstrate to builders, designers, management and financial groups that opti- 
mum use of Fiberglas materials can result in reduced initial and operating costs and improved building performance. 


OWENS-CORNIN ( 


OWENS-CORNING RESEARCH pioneers in making things better with Fiberglas FIBERGLAS 


tr. M. (REG. U.S. PAT. OFF.) O-c. F. CORP. 
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deliver twice 
the volume! 


New LAMSON SELECTIVE VERTI- 
CALS are slimmer and faster 
than ever. Improved design 
has reduced outside measure- 
ments and increased trayload 
service per floor from 8 to 16, 
An integral linkage in the 
endless chain lift energizes 
each loading and unloading 
mechanism, This dependable, 
fool-proof action permits the 
easy integration of horizontal 
conveyors that extend the SE- 
LECTIVE VERTICAL SYSTEM to 
include automatic, inter-floor, 
station to station delivery of 
paper and small packages. 
Check LAMSON before speci- 
fying paper flow systems for 
any new building. Just clip this 
advertisement to your letter- 
head and mail to 112 Lamson 
Street, Syracuse, N. Y. 





_AMSON 
“PORATION 





cause its neighborhood has changed, I 
vould question whether the typical city 
playground and many larger open spaces, 
for that matter, meet the city’s present 
needs. Is the block-square park of a for- 
mer middle-class era, or the flat, formal, 
village-green-type playground suited to 
the changing needs of communities around 
it? Can such areas be redesigned to re- 
duce neighborhood tensions? Are there op- 
portunities for topographical experimenta- 
tion to “break up” a playground into com- 
ponent areas, each with its own character, 
its own appeal to different neighborhood 
needs? Is not total visibility, insisted upon 
by police, a drawback in many neighbor- 
hoods? 

Out of such experiments can come the 
seeds for park and playground redesign. 


TRANSIT FIRST 


At the recent annual convention of the 
National Association of Home Builders, 
New York State Housing Commission, 
James W. Gaynor predicted the biggest 
urban renewal program of all would come 
to naught without an effective transporta- 
tion plan. 

New York’s efforts represent a massive 
attack on the urban renewal problems of 
the country’s largest urban center, ex- 
penditures of private and public funds in 
the billions, renewal of thousands of acres 
of city slums, generally improved business 
conditions, and increased tax revenues to 
the city. Yet, the maximum potential of 
this massive program probably will not be 
realized because the program lacks an es- 
sential element—an effective transporta- 
tion plan. Some 3.3 million persons enter 
Manhattan daily, almost 2.5 million of 
these by public transportation that is far 
from adequate. Sleet, snow, heat, and rain 
stay all but the postal workers from the 
swift completion of their appointed 
rounds, and newspapers carry regular 
boxes under the head “Why you were late 
today.” 

The 800,000-plus persons that arrive in 
Manhattan daily by private cars, taxis, 
and trucks represent only one-quarter of 
the daily travelers to the heart of the 
city, but they cause almost all the street 
congestion. The _ solution proposed at 
present is more parking in the center of 
the city. Experience elsewhere has shown 
that additional parking brings additional 
congestion and commercial stagnation. 

Victor Gruen, the country’s outstanding 
planner of large urban and suburban shop- 
ping centers, has analyzed New York 
City’s parking program and is convinced 
that the direct gain in retail sales in the 
center of Manhattan would be only a frac- 
tion of the $100 million a year that the 
garage planners anticipate. The intent to 
provide a place to park is laudable, but 
the economic objective is unrealistic. The 
answer is not more parking to attract 
more cars into the center of the city. The 
answer lies in more parking at the peri- 
phery and, most importantly, improved 
public transportation into the center core. 

END 














... automatically 


Something for architects to re- 
member when next designing new 
structures or up-dating old ones. 

AUTOMATIC AIRTUBES can de- 
liver enormous quantities of mail 
and other paper... quickly and 
continuously ..,. to any number 
of locations. 

Yet ...an AUTOMATIC SYSTEM 
requires a minimum number of 
transmission tubes (2 will serv- 
ice 10 stations) and the AUTO- 
MATIC MONITOR eliminates all 
manual transfer, speeding serv- 
ice and providing ’round the 
clock operation if need be. 

Check LAMSON before specify- 
ing any other method. Send for 
the new AIRTUBE catalog. Just 
clip this advertisement to your 
letterhead and mail to 112 Lam- 
son Street, Syracuse, New York. 


LAMSON 
RPORATION 





Casino de Charlz 
Totowa Boro, N. J. 


eeteracy seneee 


How to serve a tempting portion of conditioned air 


Ihere’s a simple recipe: for cost-saving year-round air condi- 
tioning put Melco" Roof-Top* atop your single story building 


The advantages of a multiple unit air cooled system sitting on 
a roof and connected by two short pieces of duct to an air 
diffuser directly below are obvious. You add a heaping amount 
of extra floor space. You don’t need those costly extra ingre- 
dients of horizontal ducts, boilers, water lines and water itself. 
You provide zone control. With a mere flip of a switch you 
can change from heating to cooling or from cooling to heating. 
And you save money on installation, operation, service and 
maintenance. 


Here's food for thought! What makes Melco Roof-Top different 
from any other roof mounted air conditioning system? Simple, 
because like any good recipe it’s the ingredients. Compare and 
you'll find that no other unit offers ALL of the advantages of 
Melco Roof-Top. Compare and you will find that Melco offers 
many exclusive cost-saving features. Take for example Melco’s 
aluminum-clad, molded fiberglass inner and outer vertical ducts 
which means no field insulating—no field vapor sealing—and 
no condensation. Or take Melco’s three-point suspension system 
of molded duct and preinsulated Anemostat complete with tie- 


rods, connectors, holes and flanges .. . all an integral part of 


melco MELCHIOR, ARMSTRONG, DESSAU 
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the unit. Again cost-saving. Or take Melco’s telescoping 
counter flashing assembly which, while providing the finest 
type of roof seal, eliminates the need of fabricating expensive 
on-the-job parts to connect unit and curbing. All of which 
again means speed and efficiency of installation—in other 
words ECONOMY. 


But like any good recipe even air conditioning must be time 
proven. Since the first Melco Roof-Top was introduced more 
than 5 years ago, Melco has been tried, tested, proven, 
ordered and re-ordered by companies such as American Stores, 
First National Stores, Grand Union, Kroger Company, Lob- 
law, Safeway, F. W. Woolworth, etc. And Melco Roof-Tops 
are being used on almost every conccivable type of single story 
building—chain stores, shopping centers, bowling alleys, res- 
taurants, industrial plants, banks and offices. 


Melco Roof-Tops are available in a wide 
range of models and capacities—units for 
heating and cooling; for cooling only; for 
heating only; units for partitioned areas. 
A Melco Representative will be pleased to 
call on you at your request to show you 
how you can save money with Melco. 
Or write for complete booklet on Melco 
Roof-Tops. Write Dept. ar-1. 





INC. RIDGEFIELD. NEW JERSEY 





New Pan American World Airways Passenger Terminal, New York International Airport. 





Architects and Engineers: Tippetts-Abbett-McCarthy-Stratton, New York. 


Associated Architects: lves, Turano and Gardner. 


SARALOY 400 


frees design from conventional flashing limitations, 
cuts flashing labor costs 25% for new air terminal 


45,000 square feet of Saraloy 400 roof flashing 
provide hundreds of permanent moisture seals 
for this ultra-modern air terminal. Among 
the many critical flashing problems solved by 
Saraloy 400 were: sealing 875 acute and 
obtuse angles created by almost inaccessible 
junctures of structural steel beams and pur- 
lins; flashing steel-to-concrete joints and 
lining scupper holes. 


The design of the terminal’s elliptical canti- 
levered roof produced 144 different odd 
shapes and angles where beams, purlins and 
equipment housing shells meet. Flashing with 
conventional materials would require that 
each seal be specially cut and custom-fitted, 
often to match curved contours. The labor 
costs for installing metal flashing would have 
been prohibitive. Because Saraloy 400 could 
be quickly and easily cut and formed on the 
job, labor costs were about 25% less than 
the cost of installing conventional flashing 
materials. And each seal is permanent. 


Saraloy 400 is Dow’s brand of flexible roof 
flashing. It can be bonded to almost any 
construction material, such as concrete, wood, 
metal, ceramic, and it can be painted. It pro- 
vides a permanent watertight seal which 
won’t check, peel or crack . . . and which 
moves with building contraction and expan- 
sion. For more information write to THE 
DOW CHEMICAL COMPANY, Midland, 
Michigan, Plastics Sales Dept. 1501LH4. 


THE DOW CHEMICAL COMPANY 
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Saraloy accomplishes difficult flashing 
of bolted girder-purlin intersection 


OTHER DOW BUILDING PRODUCTS 


STYROFOAM* — Long-lasting insulation for 
cavity walls; effective insulating base for 
plaster and wallboard. Rigid, low ‘‘K”’ factor, 
highly resistant to water and water vapor. 


SCORBORD* (pat. applied for)—Superior rigid 
insulation for foundation perimeters, slab 
floors. Exclusive pre-scoring speeds installation. 


ROOFMATE*— Lightweight, rigid insulation 
for built-up roofs serves as its own moisture 
barrier. Reduces blistering, resultant leaks. 


2’ x 4’ boards speed installation. 


*TRADEMARK 


Midland, Michigan 





Cobo Hall covers 10 acres in Detroit’s new civic center. It is the world's largest exhibition hall. One area has about 
300,000 square feet of exhibit space. National Tube supplied pipe used for air conditioning, plumbing, and sewerage. 


How to plumb 51 acres of floor space 


There’s enough plumbing in Cobo Hall, Detroit’s new exhibition building, to serve 
a city of 70,000 people. It took more than 13 miles of USS National Galvanized 
Steel Pipe, 244” to 12” diameter, just to connect the fixtures, lavatories, showers, 
drinking fountains and drains. In addition to four gargantuan exhibition areas, 
Cobo Hall has 32 meeting rooms, a cafeteria, a coffee shop, and a banquet hall 
that doubles as a ballroom. USS National Pipe air conditions the 10-acre struc- 
ture ... enough of it to handle 10,000 gallons of water a minute. Even the sewer- 
age system soil lines contain USS National Pipe. The architect specified steel 
pipe because almost all piping had to be suspended from the ceiling. Steel pipe, 
with its high-strength-to-weight ratio, was faster and cheaper to install and re- 


quired fewer hangers. | | Whether you're planning a one-roomer or the world’s 


largest, it pays to specify USS National Pipe. You’ll get fast delivery of top quality 


pipe inall sizes for power, heat, utility lines, or air conditioning and you'll also get 
prompt technical assistance from the most qualified men in the field. National 
Tube salesmen are backed by the engineers and research scientists from our 


research laboratory. Just call or write National Tube Division, United States Steel, 
525 William Penn Place, Pittsburgh 30, Pa. 


USS and NATIONAL are registered trademarks 


Pg 
(Xe \ This mark tells you a product 


\ is made of modern, dependable Steel. National Tube 
4 Division of 
United States Steel 


Columbia-Geneva Steel Division, San Francisco, Pacific Coast Distributors 
United States Steel Export Company, New York 


Finishing up a weldment on the water cooling section ot Cobo Hall's air conditioning. The system's output is equal to that of 7,000 window units r 
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contract involved. On competitive bids, 
when Fuller has a set of detailed plans 
and specifications, it will ask subcon- 
tractors to estimate costs of most of 
the items involved in the building. It 
May ask as many as six or seven subs 
in a single field for bids on an item. On 
many of these items, Fuller will also 
“take off” its own prices, estimating 
from past experience and its own 
knowledge of present markets for ma- 


terials and labor. On a negotiated con- 
tract, or where Fuller is setting up a 
complete budget for a new building, 
the estimators will take off the cost 
of every item involved in the structure, 
from the excavations to tilework and 
painting. (One item on which it always 
gets tentative bids from subs is struc- 
tural steel, because of the volatile na- 
ture of the market and the importance 
of steel in any skyscraper.) Frequently 








UWS 


HAWS MODEL 71 





The essence of modern styling 
is simplicity ...clean lines, 
completely functional —with a 
unity of form that says, “‘For 
this object, this shape is right.” 
Fiberglass construction, color 
selection (at no extra cost!) 
and HAWS Craftsmanship are 
also “right.”’ Your Sweet’s File 
can give you more details. 

Or write to HAWS for the 
comprehensive catalog. 


thie 


DRINKING FOUNTAINS 


products of 
HAWS DRINKING FAUCET COMPANY 


1441 


Fourth Street « 


Berkeley 10, California 


Export Dept.: 19 Columbus Ave., San Francisco 11, California 


in this sort of estimating, Fuller has 
only rough sketches to go on. The esti- 
mators check with the engineering de- 
partment on quantities of steel framing 
needed, and other items, and will check 
many items with subs as they do on a 
competitive bid job. 

Crandall admits that he has had to 
turn down some jobs when clients be- 
came adamant about building them for 
preconceived figures that would not 
prove out according to Fuller estima- 
tors. He admits: “It’s an awful tempta- 
tion when you’ve wanted a job and 
worked on it a long time, but we have 
to trust the men who've put our esti- 
mate together.” This mean 
that preliminary estimates are not sub- 
ject to change. Chief Estimator Arthur 
O'Neill says that savings can generally 
be made which will allow some jimmy- 
ing down of first estimates. Fuller may 
estimate a building to cost $10 million 
if built according to the architect’s 
preliminary specifications. If the client 
says he can afford only $9 million, 
Fuller might recheck its first estimate 
and propose to the architect and client 
substitute materials or methods which 
might cut costs. Fuller keeps complete 
books showing relative costs of all ma- 
terials, and frequently will consult with 
subs when evolving such savings. 


does not 


Fuller likes to be called in as early 
more than 
profit reasons. When it can work with 
an architect to help realize his concepts, 
Fuller believes the client gets the best 
break possible on costs. Not all jobs are 
built strictly according to first 
mates, of course, although Fuller denies 
that it pads its estimates somewhat to 
allow some breathing space, a not un- 
common practice in the industry. “We 
try to hit the target dead center,” says 
Estimator O’Neill, “although we realize 
that if we lose money on a job, people 
will say we had an incompetent esti- 
mator, whereas if we make money, it 

is because we had a good engineer.” 
Fuller executives will sometimes 
make snap estimates for old clients who 
call them for some rough notion of the 
cost of erecting a building. On office 
buildings, Fuller has compiled a unique 
table listing the square- and cubic-foot 
costs of every item from structural 
steel to doorknobs that has gone into 
every large office building the com- 
pany has ever built. This table, prob- 
ably the most complete of its kind, is 
so valuable that only one copy of it is 
kept around the office, although Cran- 
dall quietly admits: “We may have a 
photostat somewhere.” In a sense it is 
continued on page 172 
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FORUM 


has the largest 
circulation in its field 


Here are the facts. 


Latest available figures—publisher’s statements to the | 


Audit Bureau of Circulations—show the following paid 
circulation averages for the first six months of 1960: 


61,743 


me 43.337 


RECORD 37,176 


FORUMWM’s circulation leadership isn’t new; it has led the 
architectural magazines in circulation ever since 1935. 


Twenty-five years of continuous leadership is no accident 


FORUM | 


Architectural Forun 


Editorial Offices: 
Time & Life Bidg. 
Rockefeller Center 
New York 20, N. Y. 
e magazine of building Subscription Offices: 
540 N. Michigan Avenue 
Chicago 11, Illinois 


STOPS 
RUST! 


530% better than other 
widely promoted brands 


DRY IN 20 MINUTES! 
TOP COAT IN 2 HOURS! 


Krylon Rust Magic penetrates rust in 
minutes, bonds itself to the metal, 
positively prevents further corrosive 
action. Compatible with almost any 
finish . . . lacquers, enamels, varnishes, 
acrylics, epoxies, vinyls, latex, oil- 
base and water-base paints. Earned a 
near-perfect 9.1 rating in ASTM Rust 
Prevention Index tests . . . 530% 
higher than other leading brands! At 
leading jobbers and paint stores 
everywhere—or write on your com- 
pany letterhead for information 
qi KRYLON, INC. 
C NORRISTOWN, PA. 


BRUSH 


RUST MAGIC SUPERIORITY 


RUST MAGIC 


BRAND A 


Metal panels subjected to extreme salt 
spray for 325 hours. Rust Magic panel 
film shows no defect or corrosion except 
where scribed through to bare metal 
Brand A shows severe blistering, under- 
film corrosion, lifting and creeping 


Sinnce 1948 KRYLON has sold more aeroso! paints than all other aerosol brands combined 








rood 
ALBINA 


‘CLIMBERS® 


USED FOR WINDOW 
WASHING OUTSIDE AND IN 


A permanent track system is installed in the interior 
of the Coliseum Building to suspend the special Albina 
Powered Swing Stage. 

On the exterior of the buildings a permanent four- 
wheeled rubber-tired carriage is installed on the roof 
to suspend a standard Albina “Climber” aluminum 
Swing Stage. 

Six Albina Swing Stages were mounted upon a huge 
platform suspended from the ceiling for the applica- 
tion of accoustical sound proofing. 

For cost saving in maintenance and construction, 
look to Albina for engineered efficiency. 














2100 N. Albina Ave., Portland , Oregon 
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A year ago a new type of fixture was born... Corona, the first fluorescent fixture to be 
designed as a decorative element. Surrounded by a rich walnut frame with handsome 
birch baffles, it spoke for Lightolier’s philosophy of combining engineered performance 
with distinctive styling. Now Coronet makes its debut . . . in many respects a twin, yet 


NOW, FAMOUS CORONA 






































LiGhitr 


Jersey City 5, New Jersey / Showrooms: New York, Chicago, Dallas, Los Angeles 


Corona and Coronet are stocked by these Authorized LiGHTo.ier Distributors: 


ALABAMA CONNECTICUT INDIANA LOUISIANA 
Birman, sham id Fr. Wayne Katon Rouge 
Mayer Ele up. Co a! Wholes 
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MINNESOTA NEBRASKA 
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Anchorage 
Northern Supply Co 
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en 
tandard Elec. Co ax Elec. Co Western E 
ILLINOIS oO rtlam 
Chica: NEW HAMPSHIKE 
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CALIFORNIA 

San Francisco 
Calitorma Elec Sup. Co. MASSACHUSETTS 

COLORADO F erties Casha * NEW MEXICO 
Denver lie rimgfielt I tass. Ga e nt Co Schme: lec. Co 

Central Elec. Sup. Co. Farrey hise e 5 Springte Henry J enr fers, inc 


Albuquerque 
The Lighting and Main. Co 





with a character all its own. It’s made of steel... finished in enamel... shaped to present 
a finely sculptured appearance. Golden anodized aluminum louvers add a subtle luster. 
Broadly scaled for low brightness illumination, both fixtures are available either stem or 


surface mounted in five sizes: 54” x 54”, 42” x 42”, 30” x 30”, 32” x 54”, 16” x 54”, 


HAS A FRATERNAL TWIN 




































































To learn more about Corona and Coronet, write today for a « omplete brochure to Dept. AF-4 


OLIiEPr 


... for a better way of Light 


VIRGINIA 
mgt 


{rlimgton 
Dominion Elec Sup 


WASHINGTON 
Seattle 
ORTH CAROLINA eae tie OREGON 


Lighting Fix. Co 

Portland 

ker Barkor an 
Wally Elec. Sur py Gult up In WEST VIRGINIA ontre 

. ¢ uilivan Hdwe. Ce ariin Asso Clarksbur, 

PENNSYLVANIA : 

Allentown 

Coteman Elec. Co SOUTH DAKOTA 

ree 2 cranton Watertoun 

Kraus Ele c ewis nc 4. H. Larson Elec. Co 


Architectural Forum / April 1961 
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a condensation of all the experience 
Fuller has gained over the past decade 
and a half as the nation’s No. 1 sky- 
scraper builder. 

Aside from keeping close watch on 
the specific costs that go into any of 
its major projects, Fuller has since 
1909 kept a chart of over-all building 
costs which has become something of a 
standard cost index in the industry. Be- 
cause this chart shows building costs 
have been fairly stable for the past two 
years, Fuller believes now is a pretty 
good time to build. Experience has 
shown, President Daly says, that such 
a period of price stability is usually 
followed by an upward jump, steeper 
than a normal year’s cost rise. 


Design analysis 


Certainly as important as estimating 
and cost control is Fuller’s engineering 
and design analysis program. Every de- 
sign that comes to the company is sub- 
jected to thorough analysis. While most 
of the work that the subcontractors do 
is left to them altogether, Fuller does 
make thorough studies of framing, 
starting frequently in the embryonic 
stages of design and carrying the anal- 
ysis through the details. For architects 
with whom the company has worked 
closely in the past, Fuller sometimes 
provides free advice in this regard. 

Fuller has been a pioneer in curtain- 
wall development, since it built the UN 
and Lever House and did extensive 
testing on the aluminum facade for 
the Aluminum Company of America 
headquarters in Pittsburgh. The ex- 
perience gained in these tests has 
proved invaluable since, and has made 
Fuller a dominant factor in curtain- 
wall erection. The tests have been used 
as a pattern for testing all subsequent 
curtain walls, usually with the assist- 
ance of manufacturers, but sometimes 
on its own with the collaboration of the 
architects. 

Although Fuller has probably done 
as much as any other large builder to 
develop new structural techniques and 
uses of materials, the company is con- 
servative about moving too fast with 
processes that have not been entirely 
proved. Crandall says he is frequently 
chafed by building codes in cities where 
proven techniques have not been fully 
recognized. “But,” he adds, “I’m not for 
changing these codes too fast. There 
are a lot of new products and methods 
that should be thoroughly tested before 
they’re used. I saw Miami built with- 
out a code in the twenties, and then 
thoroughly wrecked by a _ hurricane. 


When it was rebuilt according to a 
strict code, it withstood the next blow 
easily. And, for safety’s sake, we 
wouldn’t put up a concrete building like 
the ones in Germany or Rio de Janeiro. 
They have built to much higher stresses 
than we allow here, and according to 
our calculations, some of the buildings 
just don’t look right structurally.” 


Wholehearted cooperation 


All of the skills that go into making 
the George A. Fuller Co. pre-eminent in 
its field—and particularly in its spe- 
cialty, the skyscraper—are inextricably 
wrapped up in the individual skills of 
the 450 people regularly on its payroll. 
Crandall himself sets the tone for the 
organization. During the 30 years that 
he was president, he established new 
standards for the contractor as a busi- 
nessman,. During the thirties, when the 
company faced a _ building drought, 
Crandall lined up many jobs in Wash- 
ington, D.C., which was involved in 
building a new complex of federal 
buildings. In those years, Fuller built 
the Archives Building and the great 
edifices of the Department of Justice, 
the Federal Reserve, and the Supreme 
Court. In World War II, Crandall 
turned the company’s energies to the 
building of huge defense installations, 
including the world’s biggest factory, 
the Dodge Chicago plant. In making 
such sound decisions, Crandall and Daly 
typify the sort of executive Fuller has 
consistently tried to develop—a man 
with a solid engineering background, 
able and willing to tackle any building 
problem, and armed also with the in- 
stinctive business sense that can 


transform visionary design concepts 
into buildable projects, and hard-rock 
profits. 


Fuller has long had a policy of pro- 
motion from within—Crandall himself 
started as a tyro engineer, worked up 
as an estimator, job runner, and job 
superintendent. Daly, too, started 30 
years ago as an assistant engineer, be- 
came president in 1956. And, with new 
engineers being hired all the time, Daly 
points out that “We are always looking 
for executives—for potential presidents 
of the Fuller company.” The company’s 
personnel is deployed so as to allow 
each large project to be fully in charge 
of a single executive, who in turn can 
call upon the departments (estimating, 
engineering, procuring, etc.) as he 
needs them. But every job has one top 
executive, Crandall himself on some of 
the biggest, who is directly answerable 
to the client—and the Fuller company 

continued on page 176 


101 Buildings Studied 


Hope-Witheron Building, San Diego 

Towne House, Harrisburg, Pa. 

Thomas Jefferson Bidg., St. Louis 

Plaza Apartment Bldg. No. 10, St. Louis 

Plaza Apartment Bidg. No. 20, St. Louis 

Plaza Apartment Bldg. No. 30, St. Louis 

Plaza Apartment Bldg. No. 40, St. Louis 

Plaza Apartment Bidg. No. 50, St. Louis 

Plaza Apartment Bldg. No. 60, St. Louis 

1221 Minor Building, Seattle 

Manhattan Blidg., Seattle 

Logan Bldg., Seattle 

Mark 51 Blidg., Seattle 

Cariton House, Shaker Heights, Ohio 

Broadway & Austin Bidg., San Antonio 

215 N. Flores Bildg., San Antonio 

Bayview Office Bidg. Addn., Ft. Lauderdale 

Versailles Apartments, Ft. Lauderdale, Fla. 

Birch Towers, Ft. Lauderdale 

Breakwater Towers, Ft. Lauderdale 

Massachusetts Biue Cross, Boston 

Crimson Associates Bidg., Cambridge, Mass. 

Babson Bidg., Boston 

University Towers, New Haven 

Woodland Medical Center, Hartford, Conn. 

Strawberry Hill Terrace, Stamford, Conn. 

1720 West End Bidg., Nashville 

Park Towers, Baltimore 

Hood-Hall Bidg., Dallas 

Continental Apartments, Dallas 

Empire Bidg., Salt Lake City 

Dunleith Manor, Kansas City, Mo. 

Quality Hill Towers Bidg., 910 Kansas City, Mo 

Old Security Life ins. Bldg., Kansas City, Mo 

Fidelity Bidg., Indianapolis 

Grain Dealers Mutual Ins. Co., Indianapolis 

St. Paul Fire & Marine Insurance Co., St. Pau! 

Cheeseman Towers Apartments, Denver 

777 Grant Bidg., Denver 

Bankers Union Life Bidg., Denver 

1710 ‘*H”’ Street, Washington 

1901 Pennsylvania Ave., Washington 

Mercury Bidg., Washington 

Premier Bildg., Washington 

R. C. A. Bldg., Washington 

Bender Bldg., Washington 

Potomac Towers, Arlington, Va. 

3900 Watson Place, Bidg. A., Washington 

3900 Watson Place, Bidg. B., Washington 

Railway Labor Building, Washington 

City Bldg., Washington 

Whispering Waters, St. Petersburg, Fla 

Union Bank Blidg., Beverly Hills, Calif 

independence Life Insurance Bidg., Pasadena 

Cornelius Plaza, Portiand, Ore. 

Park Vista, Portland, Ore. 

Bernard Horn Bldg., Cincinnati 

2300 Luray Bidg., Cincinnati 

Liberty Mutual Ins. Bidg., Boston 

Cornet Bidg., Clayton, Mo. 

Maylee Bidg., Cleveland Heights 

National Cash Register Bldg., Cleveland 

The Diplomat, Shaker Heights, Ohio 

1674 Meridian Bidg., Miami Beach 

1919 Bay Drive Bidg., Miami Beach 

Southgate Towers, Miami Beach 

Hartford Federal Savings & Loan, 
Hartford, Conn. 

Gateway Center No. 4, Pittsburgh 

Medical Center Office Bidg., Pittsburgh 

Blue Cross Bidg., Dallas 

Vaughn Bldg., Dallas 

Presidential Apartments, Chicago 

Calhoun Terrace Apartments, Minneapolis 

Imperial Apartment Hotel, Denver 

Park Adams, North Arlington, Va. 

First Federal Savings & Loan, St. Petersburg 

Western Geophysical Bidg., Los Angeles 

Signal Oil Bidg., Los Angeles 

California Bank Bidg., Los Angeles 

Pacific Fidelity Life Insurance, Los Angeles 

Ohio River Vista Apartments, Cincinnati 

411 Oak Bidg., Cincinnati 

Winebrenner Haven, Findlay, Ohio 

College Terrace, Brooklyn 

45 E. 72nd St., New York 

Bankers Trust Bldg., New York City 

201 E. 15th St., New York City 

The Park East, New York City 

IBM Bidg., Detroit 

lst Ave. & 56th St., New York City 

1733-49 E. 12th St., Brooklyn 

Ocean Towers, Brooklyn 

Ocean Terrace, Brooklyn 

345 Webster Ave., Brooklyn 

American Field Service Bldg., New York City 

140 E. 44th St., New York City 

165 E. 72nd St., New York City 

Fieldstone Dale, New York City 

Bolton Manor, New York City 

300 E. 51st St., New York City 

30 West Broadway, New York City 





National Study of 101 new Buildings 
reveals definite superiority of Structural Steel 


Impartially selected, 43 of the studied buildings are framed in 
structural steel, 58 are reinforced with steel 


Here are the results ... 


Speed— 


Conclusions ? 
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Buildings framed in structural steel went up 45% faster. From 
ground breaking to occupancy, buildings framed in structural steel 
progressed at the rate of 123,241* cu. ft. per month, compared 
with 85,240* cu. ft. per month for structures reinforced with steel. 
(Structural steel’s greater speed was substantial regardless of 
project size.) 


Almost identical, regardless of framing material. Buildings framed 
in structural steel averaged $1.54 per cu. ft., compared with $1.48 
per cu. ft. for buildings reinforced with steel, an apparent 4% pre- 
mium for structural steel. However, steel-framed buildings were 
95.6% air-conditioned, as against 78.1% for steel-reinforced build- 
ings. With air conditioning amounting to an average of 6% of total 
building cost today, simple calculation reduces the differential to 
2.9%, which is offset by the revenue produced by earlier occupancy 
of steel-framed structures. (Average annual rental rate for these 
buildings was $3.88 per sa. ft.) 


Draw your own. 


Study Specifications: 


All building foundations were begun after Jan. 1, 1958. All buildings were occupied 
before Nov. 30, 1960. Buildings ranged in height from 4 to 21 stories. (59 from 4 to 
9 stories, 29 from 10 to 15 stories and 13 from 16 to 21 stories.) Office and apartment 
buildings, selected at random and located in all parts of the country, were studied by 
impartial construction survey specialists. None of the projects involved abnormal de- 
lays beyond the control of the contractor. 


For more details on this study, write to American Bridge Division, 
U.S. Steel, Room 1801M, 525 William Penn Place, Pittsburgh 30, Pa. 


*Applies to total construction time, not simply frame. 


American Bridge 
Division of 
United States Steel 





time to think of maintenance costs 
is BEFORE the building is built... 
EEE 


DESIGN 
FOR SAVINGS 


By far the major expense in operating any building is maintenance. What sound 
sense it makes, then, to design in the maintenance economies of VACUSLOT, 
the complete housekeeping facility that handles: 
@ CARRY-OFF OF DIRT AND LITTER 
DRY OR DAMP MOP CLEANING 
CONVENTIONAL VACUUM CLEANING 
PICK-UP OF SCRUBBING WATER 
BOILER TUBE CLEANING 
Besides reducing maintenance costs, a Vacuslot system improves 
sanitation by preventing recirculation of dust and germs. And clean- 
ing is quiet. 


| ieee) od —) , | Oj =) 2 
REQUEST DESCRIPTIVE 


BULLETIN NO. 153C. 


TURBINE COMPANY 
HARTFORD 6, CONNECTICUT 





jackson 20-330 concealed overhead closer 


NO UGLY ARMS 
) AND UNSIGHTLY 
SURFACE MOUNTED 
CLOSERS 


NO DIRT CATCHING 
NOISY BUTTS 


NO MORE 
LOOR ROUTING 


WAITING TO POUR 
CEMENT 


ELIMINATES CUSTOM THRESHOLDS 
AND ENDPLATES 


FOR WOOD DOORS 
COMPLETELY CONCEALED IN HEADER 








the first major improve- 
ment in door control 
since the leather hinge! 


eliminates cost of butts 
eliminates cost of end plates 
eliminates ugly protruding 
closer arms 

eliminates unsightly surface 
mounted pot type closers 
eliminates all projecting and 
protruding elements 


PAT. APPLIED FOR 


Take a good look at the latest 
news in door closers—the Jackson 
concealed overhead closer, with 
thousands of proven successful in- 
stallations, was designed and engi- 
neered to be completely concealed 
in a standard 1%” x 4” x /" header. 

This unique and versatile new 
closer that outclasses and out-per- 
forms all other closers is adaptable 
for all type doors, for interiors, hos- 
pitals, commercial or industrial 
buildings. 

All working parts are of heat 
treated chrome molly steel, springs 
of chrome vanadium steel; the ut- 
most quality in every aspect of the 
mechanism gives assurance of 
long and trouble-free service. 

Shipped completely packaged 
ready for easy installation in a 
matter of minutes. 

2-year unconditional guarantee. 


Available at all leading door manufacturers in the U. S. or 


contact your architectural hardware consultant for complete details 
So TR SA SO SE ST A | eR 


@ concealed in header where it 
belongs with absolutely no vis- 
ible operation 
fits in standard 134” x 4” x 4” 
header 
single or double acting 
90° or 105° back-stop, with or 
without hold-open 


FOR METAL DOORS 


COMPLETELY CONCEALED IN HEADER 
, 





| 





Write Today for Free Catalog 


Jackson Exit Device Corp 


3457 Union Pacific Ave., Los Angeles 23, Calif. 


{ Please send us your catalog on the Jackson 20-330 closer 


| Nome ne | 
Company | 
{ Street f 


ty a Zone State 
Los Angeles 23, Calif. Tt 
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3457 Union Pacific Ave. 
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BUILDING’S NO. | CONTRACTOR 
continued from page 172 

—for every phase of the operation. In 
its seven fully staffed offices across the 
nation,* Fuller executives are au- 
thorized to take on jobs as their facili- 
ties permit and to draw on the talents 
of the main New York office, or any of 
the others, for services. The emphasis 
throughout is on teamwork and coordi- 
nation, not only within the company 
but with client and architect. As one 
architect with long experience working 
on large Manhattan skyscrapers says: 
“The one thing that really distin- 
guishes Fuller from so many other con- 
tractors is its wholehearted attitude of 
cooperation with the architect.” An- 
other architect adds: “Crandall under- 
stands design and respects the archi- 
tect’s position—and he will fight for 
the architect’s ideas.” 

Architects generally like the idea of 
working with Fuller, too, because they 
know its top people are experienced and 
well-trained in building skills. “In too 
many contracting companies, construc- 
tion is in the hands of money men 
rather than engineers,” says one archi- 
tect, “and Crandall always impresses 
clients with his all-round savvy. On one 
job he did with us, he looked at the 
plans for a couple of days, then came to 
a session with other prospective con- 
tractors and stole the show. He had 
learned as much in a couple of days of 
looking at the plans as we had in all 
the time we took developing them, and 
he started in building it before the 
cilent’s very eyes. He is a good sales- 
man because he knows what he is talk- 
ing about.” 

Crandall and Daly are looking to the 
future now, as the great New York 


& office-building boom that has carried 
e & a oo rs them to the top of their business shows 
signs of leveling off. “We have a lot of 
In any doorway. Kinnear provides an unbeatable ° * ee. espe agp on,” Daly says, — 
combination of lower preg tin extra protection and rolling grilles, the UN library, Lincoln Center (a joint 
| venture with several other contractors), 

counter shutters 


five department stores, and a great va- 








and higher efficiency. Kinnear’s upward-acting cur- 
tain of interlocking slats (originated by Kinnear!) 
coils compactly above the opening. All space and fire doors riety of small projects. Although we 
around doorways is fully usable at all times. The are noted for big jobs, we do many 
curtain opens completely out of the way, closes to <= ; smaller ones, though seldom one under 


give you a rugged all-metal curtain of protection 
against wind, weather, fire, and vandals. 50 years me, I’ll go put in a single window for 
and more of continuous, daily, low-maintenance —— him.” 
ing Do saaig wei spriange cae Beg Bolt == = The proper client might be any of 
& Doors. They re also REGISTERED — all parts ——— | the many clients who have done repeat 
of every Kinnear door can always be accurately = . oe ] 
duplicated from master details kept permanently in yee business with Fuller, perhaps ee 
fireproof vaults. Get all these Kinnear Rolling Door f Bits ze of customer satistaction 
benefits and more; write for this new 1961 catalog. can be found. Some 59 per cent of all 
5 Fuller’s business is repeat business, 
The KINNEAR Manufacturing Co. and one client has asked Fuller to build 
FACTORIES: 1640-60 Fields Ave., Columbus 16, Ohio a total of 26 buildings of various types 
1742 Yosemite Ave., San Francisco 24, California and sizes for him over a period of 16 
Offices and Agents in All Principal Cities years. END 


$1 million. But if the proper client asks 


*New York, Boston, Chicago, Dallas, Los Angeles, 
Pittsburgh, and Washington, 

















New PAN-L-ART 
sculptured wall blocks 
LIGHT WEIGHT «© SOUND ABSORBING «+ BEAUTIFULLY TEXTURED 


New, dramatic wall acoustics by Tectum Corporation offer a fresh decorative 
expression in sculptured deep-shadow designs. Wood fiber Tectum is insulat- 
ing, structural, fire safe and durable. New 12” x 12” blocks, 1” thick, are 
offered in fifteen design patterns and a choice of four colors. Now you can 
have the prestige and drama of carved stone at a fraction of the weight and 
cost; easily installed with ordinary adhesives. Complete color specifications 


Multi Plane Ceilings 
on request. 


Sculptured Wall Blocks 
‘ eer Geometric Wall Panels 
Decorative Division 


TECTUM Corporation $535 East Broad St., Columbus 15, Ohio 
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college of tomorrow 
with today’s best 
masonry reinforcement 


galvanized 


KEY WALL 


The plans for Delta College, now under construction in the “Golden Triangle” 
area of central Michigan, call for the most modern educational facilities and best 
construction methods. That’s why masonry joints on the Delta College buildings 
are being reinforced with Keywall for added strength, greater crack resistance. 
The contractor on the job, states: “‘Delta College is being constructed of the 
finest materials available and we feel that one of the better crack-resisting re- 
inforcement products on the market is Keywall.”’ 


KEYSTONE STEEL & WIRE COMPANY 


PEORIA, TLLINOUS 
KEYWALL ¢ KEYMESH’ ¢ KEYCORNER e KEYDECK « WELDED WIRE FABRIC e NAILS 





Architect's model of Delta College 
Architect: Brysselbout-Dow-Wigen, Saginaw, Michigan 
General Contractor: Bryant & Detwiler Co., Detroit, Michigan 


Masonry Contractor: Consolidated Construction Co., Bay City, Michigan ., 








Located in a fast-growing, industrialized section bordered by Bay City,. 
Saginaw, and Midland, the Delta College is one of the first in the U. S. to 
be financed by a multiple county tax program. One of its many unique fea- 
tures is a closed-circuit TV studio which will originate educational pro- 


grams throughout the school and neighboring communities. 


For buildings that stay young throughout the years, rely on Keywall 


galvanized masonry reinforcement. Masons find Keywall easy to handle, 


easy to adapt to a wide range of applications. It can be lapped at corners 


without adding thickness to joints. Full embedment and complete bond 


assure effective reinforcement. Comes in 4”, 6”, 8”, 10”, and 12” sizes. 





the right flair steps out front 


HERITAGE CHERRY 


Let us show you how beau- 
tifully Poly-Clad Plywall can 
fit your paneling needs—for 
less. Mail coupon today. 





in new finishes... 


Distinctive! Decorator-smart! Plywall 
now offers four new wood-grain panel- 
ing finishes to add new beauty, new 
richness to any installation. 


in cost-saving quality... 


Poly-Clad Plywall wood paneling— 
available in a selection of twelve differ- 
ent finishes—provides a lasting quality 
touch, with low initial cost, little or no 
maintenance costs. Prefinished. Ready 
to go right up. 





Ai N .5a 
bo Soba Ed ea 
in care-free wearability... 


Poly-Clad protected to resist mars, 
scuffs, stains. Guaranteed against fad- 
ing, delamination and structural defects 
—in writing. Stays beautiful without 
bother, for the life of the installation. 


in matching moldings... . 


Prefinished matching moldings, in ten 
styles and twelve finishes—save costs, 
accent the quality look. Perfect for any 
room decor—paneled, painted or 
papered. 








Plywall Products Company, Inc. 
P. O. Box 625 « Fort Wayne, Indiana 


Please send me current literature on Plywall’s complete 
line of prefinished products. 


Name........ 

Title 

Firm 

Address : 

City : ve Zone State... 


A subsidiary of Evans Products Company 











PORTLAND COLISEUM 


continued from page 111 


enough, a big one—which is a synthesis of spatial doc- 
trines and structural convictions which belong to no cen- 
tury but the twentieth. 

What counts is not the grandeur of the synthesis (al- 
though this one is far from negligible), but that a syn- 
thesis can be achieved, against great odds, in a period 
supposedly doomed to anarchic, neo-Baroque “sensual- 
ism.” The premise of the plain-spoken Coliseum is not 
Saarinen’s striving personalization of eloquent forms, 
still less the deliberate energizing of space which can be 
witnessed in his Yale rink. On the contrary, the Coliseum 
displays manly adherence to the “objectivity” of Mies 
and the “correctness” of Nervi. This is to name only two 
teachers (the Coliseum’s architects have had others) who, 
in an age of reviving rhetoric, believe that syntax should 
come first. The effect of this philosophy on the design of 
the Coliseum is as unmistakable as the sinewy curve of 
the oval following its organic path—a path which Nervi 
helped chart—through Miesian “universal space” which 
the individual is free to make his own. 

Either master could have done better with this build- 
ing, as the architects themselves abundantly could have, 
too. But a quick tour of the grim basement accommoda 
tions, “dedicated to the advancement of the cultural op- 
portunities of the community,” gives evidence of how 
far a representative American community has to go be- 
fore it appreciates its responsibility in such matters. 
Here, money ran out. The coarsely finished structure, the 
cheapened detail, the almost incredibly ugly furniture, 
are the same in room after room. 

Of the entire characterless ensemble in the basement 
the brutal exhibition hall—once envisioned as a glis- 
tening dome—is perhaps the most disheartening. Near 
it, facing on a sunken court which has the look of a prison 
yard (16), is a cell which at first is taken for simply 
another meeting room but then appears—because of an 
altarlike table in front of the ranks of folding metal 
chairs—to be the chapel of some impoverished dissenting 
sect. In truth, this is the single formal memorial, in all 
the vast structure, to Portland’s war dead—to whom the 
Coliseum is ostensibly dedicated. This, for the time being, 
is all that has been deemed necessary by the city; and 
the architects have not been able to do anything more. 

But in the great hall above, as the seasons change, 
and the summer sun fills the space with golden light, 
the dead have been commemorated with a gift of life, 
and the vivid air is signed with their honor. 


the right 


flair 


steps out front 


Now! Plywall flair in 
Bi-fold Doors! Unusual 
quality and beauty—unusu- 
ally economical. No jambs 
or trim necessary—for 
floor to ceiling openings. 
No finishing or painting— 
faces are prefinished Rock 
Maple, Poly-Clad pro- 
tected. Back-sealed and 
edge-banded. Top-quality 
hardware. Ready to go 
right up. 


PLYWALL PRODUCTS: CO., INC. 


Fort Wayne, Indiana 
Corona, California 


hae aon ian tele alle) ate 


Distinctive! Economical! 
Plywall’s High-Pressure Lam- 
inex doors bring new flair to 
interiors. Poly-Clad protected 
wood-grain finishes add more 
beauty, more value—without 
extra cost. Prefinished Rock 
Maple or English Walnut. 
Complete selection of heights, 
widths and thicknesses. 





NOW...a true natural-fissured acoustical tile 
for 2-hour fire-rated ceiling assembly 


NEW FISSURED PROTECTONE* 
MINERAL FIBER TILE 
_..A CELOTEX EXCLUSIVE 


Bringing you all the traditional beauty 
and authentic character that only natural 
travertine fissuring provides. 


Not too bold, not too delicate ...new 
Celotex PROTECTONE* Mineral Fiber Tile 
offers unusual design opportunities for 
architects seeking distinctive near-monolithic 
travertine appearance and high sound 
absorption for ceilings requiring 
2-hour fire-rated assembly. 
Cal! your Acousti-Celotex distributor 
for samples, specifications, 
expert Ceiling Consultation Service. 
He’s listed in the Yellow Pages. 


*Trademark 











Natural fissured PROTECTONE* Mineral Fiber 
Tile. Butt edge, 12” x 12”, kerfed for concealed 
H & T suspension system. One of the family 
of Celotex fire-rated acoustical products. 


Acoust/-CELOTEX 


SOUND CONDITIONING PRODUCTS 


FLAME RESISTANCE: Meets The Celotex Corporation, 120 S. La Salle St., Chicago 3, III. 
requirements of Fed. Spec. In Canada: Dominion Sound Equipments, Limited, Montreal, Que. 
SS-A-116b, Class A (incombustible). 


two-hour fire-rated assembly. 


“you get QUALITY... plus! 
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Arkla-Humphrey Multi-Directional unit heaters are accepting congratula- 


tions now. At long last, industry's toughest heating problems have been 
solved by the Multi-Directional ! 


Tests show a 15.38% fuel saving with only a 3° temperature differential 
from floor to 18’ ceiling! Smoke photo above shows you why. The Multi- 
Directional is the first and only unit heater to discharge heat straight 
down, out in front, or from either side, or any combination of these three! 


Pulling the heat from the ceiling with top mounted fans eliminate over- 
heated ceilings, too. 
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Write for complete information. 


MANUFACTURED BY AIR CONDITIONING CORPORATION 
GENERAL OFFICES 2. @ &:% SHANNON BUILDING LITTLE ROCK, ARKANSAS 
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“THE ENTIRE HEATING, 
COOLING AND PLUMBING 


Lafayette Park Pavilion 
Apartments, Detroit, Mich, 
Architect: 
Mies van der Rohe 
Mechanical Engineer: 
William Goodman 
Mechanical Contractor: 
General Piping, Inc. 


® 
SYSTEM IS DEPENDENT UPON BaG pumps” 


The dual-temperature heating and cooling system of 
this history-making high-rise is designed around the 
circulation of hot or chilled water to various room 
air handling units. This water is circulated by two 
BseG U-13T Universal Pumps. 

Says Albert Weiss, president of General Piping, the 
mechanical contractors: ‘““The entire heating, cooling 
and plumbing system is dependent upon B&G Pumps 
—a total of 12, including two High-Velocity Boosters 
and two Universal Pumps. 

“After the system was put into initial operation 
and all minor adjustments and servicing performed, 
we have had no service call-backs to date. 

“This freedom from maintenance problems on all 
water circulation, as well as quietness of operation, 


are the main reasons why B&G Pumps were specified 
and why the contractor enjoys installing them.” 
BseG Pumps are designed and built specifically for 
heating and cooling systems. That explains why, in 
mass housing projects or single dwellings, over 
3,000,000 are in service in such systems today. 


=) BELL & GOSSETT 
G, COMPANY 
" Dept. GP-62, Morton Grove, Illinois 


Canadian Licensee: S. A. Armstrong, Ltd., 
1400 O’ Connor Drive, Toronto 16, Ontario 








The F.D.R. Memorial competition—pro and con 


© vovis cueckman 


Whatever else it has done 
recently concluded desia 
petition for a Franklin D. Ros 
velt Memorial in Washington, 
D.C. (Forum, Feb. ’61) ha 
strong, and art 

s, the pre pond 

ects and critics 
par ntly favorable. <A? 
views stated are those o 
ce p tition’s ry chairman 
ifs Pp ofecssional ad 


ty juror, 


ELOQUENT FORMS 
Foru 
The general re: 

public to the r. D. & 


ion has been rather ne 
The Roosevelt-haters seem 
onsidered this a fine opp 
to vent their repressed 
Others have found it 
smart to use ridicule. 
surprised, 
Maybe this is 

design that could be 
but it is as good as ear 
duced by a society such 


values have not conspik 


whose 
yusly been in the realm of 
aginative visual expression, I 
would guess that the contribut 
it makes will appear in 
times to have been gr 
we are now able to assess. First 
of all, it is the first design pro 
duced under competition for a 
Congressional committee. Here an 
attempt has been made to find 
new symbols, to advance fron 
derivative to creative expression 
Ours is certainly not an age 
of monument builders. Even utili 
tarian architecture as an art is 
fumbling in many directions; but 
somehow and slowly there seems 
to emerge on many fronts an 
awareness that a society to be 
must take into 


creat account 


other and higher values than the 
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ones which have preva led thus 


far. The theater, music, the visual 
arts at all levels are 


to flourish 


beginning 
Other nations of the 
world are looking to us for lead 
ership in architecture and the 
ts, not only because we have 
the means but also the variety 
of situations and people and the 
freedom and opportunity to ex- 
plore, to test, and even to make 
mistakes. This competition shows 
ww the government can encour- 
ige creativity without dictation. 

It is unfortunate that, of the 
any top-ranking designers in 
the country who have spoken to 
me with approval, none has so 
written to the F. D. R. Commis 
sion or to the papers. I wish that 
they had, beeause their opinion, 
nvincingly expressed, may be 

that is needed to swav the 
pinion of the many who are 
often hesitant to 
1 


deas, 


accept ew 


The winning design is as good 
as can be produced today. 
Whether that is good enough is 
for someone else to decide, but 
I may point out that perfectior 
self-confidence and 


this in turn needs a climate of 


rrows from 


freedom to experiment. It is an 
appropriate solution because it is 
basically a 


landscape solution 


The steles complement the lovely 
trees on the fringe of the penim 
sula; they compose with them; 
their shapes do not compete with 
the other three memorials; they 
are transparent and changing; 
yet visible and eloquent. As forms 
they are better than any of the 
more literal entries where seulp 
constitutes the main idea. 
PIETRO BELLUSCHI 
man of the Competition Jury 
Cambridge, Mass 


WENT TOO FAR 


Forum: 

If the winning design is not 
to go further, perhaps it shovid 
Viewed from the 


water, it is effective as a cluster 


stop sooner. 


of primitive shapes in the land 
scape. Viewed closely, the shapes 
are no longer primitive, thev are 
sophisticated rather than simple, 
dynamie rather than statie, pre- 


tentious natural, 


rather than 
Their engineering is exhibitionist. 
Gone is the elemental simplicity 
of a circle of giant slabs sur 
rounding a clearing in the forest. 


Gone with it is the profound 


quiet in which words carved in 
stone speak loudly. In this in 
stance, stopping 


sooner means 


using more primitive structure 


and possibly achieving ‘more 
effective architecture. 

It is unfortunate our architee- 
tural ideas are not powerful 
enough to dominate our engi- 
neering. It is unfortunate we are 
architecturally too unimaginative 
to express the character of a 
man in architeetura] term 

HARWELL HAMILTON HARRIS 

Architect 
Dallas, Tex. 


AN OPERA SET 
Forun 


or) 
I 


chaos! Giant olen 
slabs against a blue 
sign for an ope: 
R. granite grave 
Iivde Park, designed by 
te President himself, reveals 
for pretentiousness. 
SAL GRILLO 


Island Park, N. Y. 
EXCELLENT SCULPTURE 


The F. D. 


s bring into focus the whole 


R. competition re 


problem of monuments and me 
morials in this age of unbelief, 
nonheroies, anti-tragedy. 

We cannot, inside ourselves, 
sense any need for the externali 
zation of a feeling we can no 
longer feel. All architects there 
fore are ill at ease before the 

The jury was obviously ill 
at ease also. They felt that the 
best architecture was no architee 
ture. They preferred either “use 
ful” memorials or sculpture like 
the prize winner. I certainly 
agree with them in spite of my 
own minority contribution of a 
building to fit be 


tween, and in 


low-domed 
scale with, the 
Lineoln and Jefferson Memorials. 

For the prize-winning team, it 
seemed essential to deny architee 
ture; essential to make sculpture 
very, very large in order to avoid 
architecture. The resulting seulp- 
ture I like. The balance of slabs 
is excellent in placing and in 
change of shape and size. The 
grouping has some of the space 
feeling of a Giacometti “Place.” 
It is an appealing type with over- 


tures of Stonehenge, totem pole 


groups, San Gimignano. I econ- 
gratulate the jury. 

I am glad it is not a “useful” 
indeed the 


memorial: lettering 


on the towers of ghost-written 
speeches, unreadable anyhow et 
that height, should be left off. I 
wonder only about the seale: 165 
feet of raw concrete between the 
marble Lineoln and the marble 
Jefferson 

I hope it will be built. I am 
worried it will not. 


PHILIP JOHNSON 
Architect 
New York City 


A MOURNFUL DIRGE 


im: 

Perhaps the most disheartening 
aspect of a disappointing com- 
petition is the evident failure of 
the designers to evoke Fr’. D. B.’s 
complete personality, even though 
organic completeness is theoretic- 
ally a premise of modern archi- 
tecture. 

Why not? F. D. R., 


man, was characterized by many- 


the public 
faceted exterior brillianee; and 
his almost intuitive approach to 
human affairs, kind and broad 
though it was, nevertheless pos 
sessed a sharply focused strength 
which was the strength of refine- 
ment: an optimistie, yet patri- 
cian, elegantly contained power 
which was in no sense coarse, and 
which although it displaved 
-was not at all 


simple. On the contrary, F. D. R.’s 


jealously guarded, avowedly part 


clarity 


great 


ly mystieal, possibly wounded, 
but grandly complex, noble, and 
generous private essence dwelled 
in what Robert Sherwood, I be- 
lieve, called a “deeply forested 
interior.” 

In view of all this, the pubtie 
essence of the man might well 
have been expressed in an open, 
and therefore democratic and 
egalitarian, structure, a true 
building rather than an amalgam 
of seulptural forms, which at the 
same time could have eaptured 
F. D. R.’s gay, brave, aristocratic 
fineness, my 

As for F. D. R.’s complex inner 
self, that could have been admir 
ably conveyed in water sculpture, 
but in a richly organized archi 
tectural fountain, not a few thin 
sprays and_ jets theatrically 
lighted by special 
ists). A memorial to F. D. R. 


should be serious, hut not sad, 


world’s-fair 


continued on page 188 
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for his life was nothing if not 
a cheerful battle—in many ways 
a victory—against tragedy. Yet 
in spite of the rich potentialities 
of the program, the designers 
largely produced melodrama or 
(That 
symbolie field of wheat, for in- 
stance, should have been, frankly, 
corn. ) The 


watery sentimentalism. 


mournful winner is 
not, 1 hope, the harbinger of a 
neoneolithie revival. This outsized 
Stonehenge, whose primitiveness 
of concept is in direct opposition 
to FE. D. R.’s own high degree of 
civilization, needs only canned 
recordings of barbarian dirges to 

ike it a more obvious failure. 


ALLAN TEMKO 
Architectural critic 
Berkeley, Calif. 


ORIGINAL AND GOOD 

Forum: 
Pedersen & Tilney’s 

fully 


winning 


gn is not convincing, 
but its approach is original and 


good. I like the fact that it has 


th 


a third dimension, a volumetric 
without 


consistency, being a 
“building” enclosing a statie por- 


of space. It has been stated 


t is literature, and not 


hiteeture; that it is a memo 


rial not to a man, but to his 


writings and speeches; finally, 


that it 


But if 


is anonymous. Perhaps. 
you take Lincoln’s statue 
t of 


jut of his memorial, and you put 
a statue of somebody else in its 


place, don’t you have a memorial 
to somebody else? And what is 


man other than his ideas, mes 
sages, and inspirations? Roose 
velt was not a simple man, and 
you cannot have 
h 


a memorial for 
im based on a simple symbol. 
This is one of the very rare cases 
vhich I happen to agree with 
jury. I feel relieved and happy. 
BRUNO ZEVI 
‘L’architettura 
Rome, Italy 


Editor, 


RESTLESS MOVEMENT 
Forum: 

The most interesting aspect of 
the winning design is the pro 
vision for movement over the 
stepped and tilted floor planes, 
together with the changing vistas 
of distant landscape which this 
movement brings. Unfortunately, 
however, the treatment of the um 
mediately surrounding landscape, 
with its loops in the A. J. Down- 
while banally fitted 
to the peninsula, hardly accords 


ing manner, 


with the staccato angularity of 


188 


continued from page 187 


movement within the Stonehenge 
precinct. 

A feeling for the earth under- 
scores the elemental 
quality sought by all finalists and 
near finalists. In 


primitive, 


most of the 
projects, the primitivism appears 
in uneasy alliance with construc- 
The 


the modern 


tivism. embarrassment of 
movement in con 
fronting a monumental commis- 
sion also appears in the failure 
to approach the problem as 
building. Architectural landscape 
and sculpture predominate. Yet 
this competition is richly sugges- 
tive for the monumentality which 
must come. Despite my serious 
reservations about it, the jury’s 
choice seems to have been the 
rigkt one. 
WILLIAM H. JORDY 
Art department 
Brown University 


Providence, R. I. 


A STATESMAN’S WORDS 
Forum: 
The 


created 


Winning design alone 


unity combined with 


multifocal centers of interest, 
and a space which contained the 
spectator without alienating the 
The 


Roosevelt’s mind as portrayed by 


landseape. conception of 


his words (not his body as por 
trayed by a statue) is surely a 
good concept, especially since the 
memorial is to a statesman, not 
®& sportsman. 


JANE B. DREW 
Architect 
Cambridge, Mass 


PHOTOS NOT ENOUGH 
Forum : 

Because the winning design is 
based on principles other than 
those of Euclidean geometry and 
constructed perspectives, the 
means of representation 
fail to convey its most significant 
qualities. The photographs so far 
available give a very inadequate 
idea of what it is all about. Any- 
one who has not seen both models 
IS at 


isual 


a severe disadvantage in 


forming an adequate critical 
opinion. 
understand 


I have trouble in 


ing what was wanted by those 
who object to the “wide-open pro 
gram.” It seemed to me that the 
report by the advisory committee, 
which was incorporated in the 
program, set the finest possible 
tone for the entire undertaking, 
and that 


simply have been the imposing 


anything more would 


of an individual prejudice on all 
the designers. 

There is no doubt that it is 
difficult for the 573 losing com- 
petitors to accept wholeheartedly 
someone else’s solution for the 

Certainly the 
losers don’t have to like the win 


same problem. 
ning design, but they do have an 
obligation to subject themselves 
to the discipline of being as 
objective as they possibly can. 
EDMUND N. BACON 
Professional advisor to the competition 
Philadelphia 


WHAT HAPPENED? 
Forum: 

What has happened to archi 
tecture? 

I was trained in the 
still find beauty in the 
Egyptian, the Greek, and espe- 
cially in simplified modern elassie 


classics 


and 


buildings. 

rhe Stonehenge design seems 
to me to have been conceived as 
a Norwegian Parliament meeting 
place and it is the best idea in 
the latest competition. But the 
handling of it lacks the quality 
of architecture in both beauty 


and practicality. Perhaps the 
fault lies in the jurors. 

ROBERT NORDIN 

Architect 


San Francisco 


NOT THE STERILE MOLD 
Forum: 


I know all too well the time 


it takes to do a competition and 
takes 
would hesitate 


the time and attention it 
to judge it, so I 
to speak out either for or against 
on my scant observation. I know 
the jury members’ distinction and 


L liked 


L live 


what I saw. The longer 


the more I want variances 


and not just the acceptable, 


rather sterile mold nor do I 


CERORCE CSERNA 


want the wild, unreasoning forms 

of exhibitionism. Therefore the 

winning scheme seemed good to 
me. 

WILLIAM W. WURSTER 

Dean, College of Environmental Design 

Berkeley, Calif. 





LITERARY, PICTURESQUE 


Forum: 

Our architecture lacks an un- 
self-conscious, authoritative lan 
guage, due largely to our 
obsession with individualistic ex- 
pression rather than with epic 
values. Furthermore, the disquiet 
of modern himself, 
illustrious personages and causes, 


man about 


inhibits the heroic stance com 
monly associated with the monu 
imental. 

A monument to F. D. R. must 
be a memorial to life, to con- 
I find 


the tablets in the winning design 


struction and to purpose. 


embarrassingly literary. Roosevelt 
was not a law-giver like Moses or 
Lincoln. I 
question whether the picturesque 


Mohammed, or even 
grouping and shaping of elements 


will, when unraveled in time, 
possess more than scenic qualities 
which will determine a more dura- 
tive power. 


G. M. KALLMANN 

Assistant professor of architecture 
Columbia University 

New York City 


STRIKING PROOF 


Forum: 

The competition was based on 
one of the most unusual and stim- 
ulating programs ever issued. The 
entries were of very high caliber 
and varied in theme. The winning 
design combines, in an appro- 
priate and monumental composi- 
tion, the enclosed yet open space 
reminiscent of the ancient temple 
themes of Lincoln and Jefferson, 
and the 
sculptural interest of the Wash- 


height, majesty, and 
ington memorial. Roosevelt’s writ 


ings, immortalized on its stone 
monoliths, seem to define the man 
more clearly than any statue. 
Here is striking proof that to- 
day’s architecture can produce a 
monumental memorial of out- 
standing merit! I sincerely hope 
that the shallow and superficial 
criticism of the type that always 
pours forth when any new and 
great idea in music, art, or archi- 
tecture is first produced will not 
in the way of its final 
realization. 
MORRIS KETCHUM JR. 
Architect 
New York City 


stand 





Aluminum eyelids. 


Olin Aluminum’s answer to a building that had the sun in its eyes. 
These giant aluminum louvers, designed by creative architects, func- 
tion as movable solar screens, electronically or manually controlled. 
Their use increases the efficiency of air conditioning systems, while 
serving as a prime example of the blending of design and function. 
Working with your staff, Olin’s engineering and design personnel can 
assure you of having the precise aluminum alloy to best fill your needs, 


Faye 
«lin 
ALUMINUM & 


400 PARK AVE, NEW YORK 22, NEW YORK 





REGULAR CORK Dp 


KENTILE CUSTOM CORK > 


290,000 


footsteps 
ean t be 
wrong! 


Proof that new Kentile Custom Cork has the toughest floor finish ever! 


This unretouched photo shows a section of test flooring using both 
regular cork and new Kentile® Custom Cork tiles. 

It was taken after 5!2 months of use and 250,000 footsteps . . 
without any maintenance whatsoever! 

(nd, as you can see, only new Kentile Custom Cork tiles kept their 
original luster and shading. An exclusive finish of polyurethane 
resin resists scuffings, dirt and grease. Cleans easy as vinyl! 

Kentile Custom Cork has all the resilience, quiet and beauty that 
have made cork tile so popular, Ideal for all fine installations. 

. e ° 


SPECIFICATIONS: Sizes: 6” x 12”, 12” x 12”. Thickness: 3/16”. Shades: 
Light random, medium random, dark random. 


Visit the Kentile Showrooms in these cities: New York, 
Philadelphia, Cleveland, Atlanta, Kansas City, Torrance, Calif, 









































